CLEAR, COOL 
Clearinr and cooler tonight. 
Friday, clear and cool. High, 88; 
Low, 58; At 8 a. m. 72; Year 
ago. high, 86; low, 64. Sunrise, 
5:14 a. m. Sunset, 8:01 p. m. 
River 2.45 ft. 
T he Circleville H erald 


Thursday, July 13, 19.30 


An I n d e p e n d e n t N e w s p a p e r 


FULL SERVICE 


International 
New« 
Service 
leased wire for etate, national 
and world news, Central Press 
picture service, leading column­ 
ists and artists, full local news 
coverage. 


67th Year—163 
Ohio Commie Plans Detailed 


THE CRACKER BARREL Caravan, a modern and colorful Idea based on a down-to-earth theme, 
will be in Circleville Saturday, July 22. Backed by Circleville Junior Chamber of Commerce, the 
caravan will be booming the Hoover Commission Report. In photo above, two local men made ad- 
, vance preparations for the showing. Left to right; Gene Richardson, Jaycee Caravan Committee 
' chairman; Lou Burns, advance man for the Caravan; and Joe Bell, Jaycee president. The cara­ 
van will be made up of four spectacular vehicles, headed by a 30-foot trailer bearing an authentic 
reproduction of a country store. 


Heroic Yankees 
Stall All-Out 
Win For Reds 
Enemy Still Advancing South; 
Huge 11-29 Raids Let Underway 


Ko-Red Goal: 
A ’Dunkirk’ 
v 
(lornmies Moving 
Toward Pusan 


WASHINGTON, July 13 — The 
Defense Department said today 
that 
the 
over-all 
Communist 
strategic plan m Korea is “ ob­ 
viously” a.med at forcing an 
American “Dunkirk” at the port, 
• 
“f Pusar. 
A spokesman disclosed that 
worldwide naval movements are 
underway to concentrate U. S. 
and 
United 
Nations 
strength 
where it can be ruahed to the de­ 
fense of the port, if a last-ditch 
fight becomes necessary. 
Dispatches to Army head­ 
quarters emphasize that t h e 
t h r e e-division 
Communist 
thrust 
on 
Taejon, 
the 
pro­ 
v is io n a l capital, is only o n e 
arm of the eventual threat to 
Pusan. 
A second Communist army, 
also three divisions strong, 
is 
moving down the other side of a 
range of mountains in Central 
Korea, from Chungju and Tan- 
\ ang. The fall of both t h e s e 
towns was announced yesterday. 
If each of these armies can 
^ d v a n c e approximately 80 miles, 
* h e y will join at the rail center 
of Taegu and will stand 60 miles 
from Pusan with a combined 
for« e of possibly 100.000 men. 
The military spokesman said 
that if the advances are execut­ 
ed within the next three or four 
weeks, it is unlikely that Gen­ 
eral MacArthur could have more 
than two American divisions — 
possibly 25,000 men—at Pusan to 
^1 fend the port. 
• 
• 
• 
MacARTHUR HAS only four 
dtvions under his command, and 
has emphasised in p e r s o n a l 
messages to headquarters that 
he cannot denude the defenses of 
Japan for the Korean operation. 


A-BOMB USE BEINU I RUED 
Congressmen Eye Drastic 
Plans For Pressing War 


WASHINGTON. July 13—Am­ 
erican reverses in Korea stirred 
demands in Congress today that 
the administration authorize use 
of the atomic bomb, beak 
tki 
lations with Communiât coun­ 
tries, and call up I. serves and 
the National Guard. 
Rep. Bentsen, (D< Texas, a 
World War II 
veteran, 
sug­ 
gested that President Truman 
demand that the North Kor­ 
ean forces withdraw or face 
atomic attack. Sen. Brewster, 
(R ) Maine, suggested earlier 
that Gen. MacArthur be auth­ 
orized to use the bomb at his 
discretion. 


10 \acationers 
Hurt As Soo 
Trains Collide 


PAYNESVILLE, Minn., July 
13—A special Soo Line tram car­ 
rying 300 vacationers to Canada 
collided with a freight tram ear­ 
ly today outside Paynesville, in­ 
juring 40 passengers. 
There were 
no fatalities 
ac­ 
cording to first reports from the 
scene. 
The passenger tram struck a 
Soo Line freight tram head-on 
on the main line. Witnesses said 
the freight tram had backed on 
a siding, but its locomotive re­ 
mained on the main track. 
All of the passengers were 
i members of the Ohio, Pennsyl­ 
vania and Atlantic Seaboard 
Hardware Associations. They 
were bound to 
Lake 
Louise, 
Banff, C anada, and then on to 
S?atte for their national con­ 
vention. 
One car of the 15-pullman spe- 


The U. S. Marines, first tight. I ï ial. »«« 
W!?dows wer* 
ing unit to he ordered out of the dro^en m 
Ptditnans. 
Three of the injured were rush­ 
ed to Myre hospital in Paynes- 


Secretary of State Acheson. at 
his news conference, said that 
the U. S. will make no agree­ 
ment to refrain from using the 
bomb in the Korean war. 
Sen. McCarran, (D) Nev., ask­ 
ed that the United States break 
off 
diplomatic 
relations 
with 
Russia and her satellites as “ a 
, last hope in the cause of peace.” 
Sen. Russell, (D) Ga , urged 
that trained Reserves and the 
National Guard be called to ac­ 
tive duty. He was 
backed 
by 
Sen. Johnson. (D) Texas, 
w’ho 
specified, however, that the call 
be limited to all Reservists and 
Guardsmen now on a drill pay, 
or Active Reserve, status. 
; 
. 
. 
. 
RUSSELL SAID that the 20,- 
000-man ciraft call is inadequate 
to supply the armed forces’ m an­ 
power needs, and that the Guard 
and Reserves should be used to 
provide trained manpower. 
Johnson advocated an addition 
of 832,028 men to the armed for­ 
ces. 
Acheson 
disclosed 
that 
m ay come from several of the 
United Nations. In addition 
to 
Australia, w'hose planes are al- 
r* ady in combat, Acheson said 
that assistance has been offered 
by Britain, New Zealand, Cana­ 
da, Nationalist China. The Neth­ 
erlands and other countries. 
The secretary warned that the 
Korean conflict may be only the 
first part of a general Commu­ 
nist scheme of armed 
aggres­ 
sion throughout the world. 
Tw'o members of 
the 
House 
UnAmerican Activities Commit­ 
tee echoed Acheson when they 
| cautioned that Russian 
“ peace 
offensives’' are designed only to 
, allow the Soviets to catch 
up 
with the United States in atom 
bomb production. 


TOKYO, 
July 14— (Friday)— | 
Gen. Douglas MacArthur today 
credited the heroism of outnum­ 
bered U. S. soldiers with thwart­ 
ing a Communist blitz conquest 
of all South Korea as he d i s- 
closed a g ant B-29 raid on North 
Korea to weaken the still ad­ 
vancing Red invasion avalanche. 
The United Nations supreme 
commander, in a communique 
issued Friday shortly a f t e r 
midnight, 
announced 
further 
American and South Korean 
withdrawals Thursday in t h e 
face of “numerically super­ 
ior” enemy forces and a wide 
Red flanking drive endanger­ 
ing the U. S. position on the 
Hum river. 
The Communist armored di­ 
visions MacArthur said, h a v e 
thrown “ enveloping forces” into 
an effort to “negotiate” the Tae- 
bok mountain passes 
and at­ 
tempt to “ break through 
be­ 
tween Taegu and Taejon.” 
This drive was earlier report­ 
ed to have thrust spearheads 
within 44 miles of the lifeline be­ 
hind the Americans on the Kum 
bend above Taejon. 
MacArthur announced in his 
latest war bulletin that Thurs­ 
day’s Allied air strikes w e r e 
paced by American B-29 Super­ 
fortresses, nearly 50 of w’hich 
spilled 500 tons of bombs on a 
North Korean rail hub in t h e 


h i s- 
and rearguard actions in 
tory. 
“ They have filled the breach, 
without which the North Korean 
forces would have—long ere this 
—overrun and destroyed South 
Korea.” 
In a special communique is­ 
sued after he had conferred with 
the staff chiefs of America’s 
Army and Airforces who flew to 
Tokyo from Washington, 
Mac­ 
Arthur pointed out that the U. S. 
troops have been “ overwhelm­ 
ingly outnumbered—in some in­ 
stances more than 20 to 1.” 
Nevertheless, the supreme 
commander declared, the gal­ 
lant Americans inflicted cas­ 
ualties on the Communist in­ 
vaders “ immeasurably great­ 
er than those they sustained.” 
MacArthur listed 488 U. S. 
Army casualties — including 42 
killed, 190 w o u n d e d and 256 
missing. He said these 
figures 
show that the American troop 
losses “have been greatly exag- 
; gerated in press reports f r o m 
the front.” 
America’s fames mass precis- 
■ ion bombing was introduced into 
the Korean war ^y two groups of 
Superforts, flown across the Pa­ 
cific from the U. S. West Coast 
only 
eight 
days 
before 
they 
rained a million pounds of ex­ 
plosives on the 
North 
Korean 
rail center. 


Reds 
Push 
Told 
Sale 


AS NORTH KOREANS continued to hurl huge tank forces against 
outmarmed and outgunned American units, the U. S. forces were 
reported to have retreated to the Kum River defenses in South 
Korea. Pressing toward the hub city of Taejon (1), the Reds were 
moving south from captured Chonan (arrow ). Battle front is in­ 
dicated by broken line. Black section shows area taken by 
Communist invaders. 


EVEN HIKE SAID POSSIBLE 
All Hopes Of Tax Cuts 
Being Buried By Congress 


, 
The shattering B-29 blow at 
biggest raid of the Korean w » r<one of the fouma!nheads of the 
now raging in its 20th day. 
» 
• 
* 
THE SUPREME commander 
declared that the brilliance and 
courage of overwhelmingly out- 
manned American troops 
had 
prevented the quick collapse of 
all South Korea before the Red 
o n s l a u g h t . MacArthur pro­ 
claimed : 
“ The American ground units 
in Korea are fighting one of the 
most skillful and heroic holding 


Red invasion that has engulfed 
more than half of South Korea 
was dealt in broad daylight, cli­ 
maxing a 
l,500-m,!e 
roundtrip 
for the four-engined B-29s from 
their new F ar Eastern bases and 
return. 
Returning Superfort men—in­ 
cluding many veterans of World 
War II strategic bombings that 
wrought havoc 
upon 
German 
and Japanese centers—reported 
(Continued on Page Two) 


Quick Senate Approval Is Sought 
fj? For Dismissal 01 ’Security Risks’ 


continental U. S , will not reach 
£ 
(Continued on Page Two) 


Traffic \ iolator 
Crackdown Is 
Pledged By ("ops 


Circleville 
motorists 
w e r e 
warned Thursday that a crack- 
spown on traffic violations is im­ 
pending. 
The warning was voiced by 
Police Chief William F. McCra- 
dy as he studied a report of ar­ 
rests during the last few months. 
“ Things like 
running 
s t o p 
signs and lights and failure to 
yield the right-of-way 
are 
in­ 
creasing,” said the chief. “ We’re 
going to start cracking down on 
#hese people.” 
The chief added to his list the 
double parkers, speeders, reck­ 
less operators and persons who 
park on the wrong side of the 
street. 
“ That about double parking 
goes for trucks, too,” said the 
chief. “ I’ve seen some of these 
guys who park out in the middle 
of the street to unload when park­ 
ing space is available. 
“ And that means both night 
and day, too,” he added. 


ville. Doctors and 
ambulances 
w'ere summoned to 
the 
scene 
from a wide area. 
Witnesses said the passenger 
train, which left Minneapolis at 
1:30 a. m., w'as traveling about 
45 miles an hour when it hit the 
freight locomotive. 
The Soo Line—the Minneapo­ 
lis, St. Paul and Saut Ste. Ma­ 
rie Railroad—dispatched a loco­ 
motive from Minneapolis to haul 
the special back to that city. 


2D Germans 
Die In Wreck 


BERLIN, July 13 — The Ger­ 
man news agency DPA reported 
today that 20 persons were kill- 
i ed and 50 seriously injured 
in 
the collision of a Germ an pas­ 
senger train with a freight train 
near Zwickau, 
in 
the eastern 
province of Saxony. 
Most of the casualties were re- 
j ported 
to 
be 
uranium 
mine 
! workers. 


WASHINGTON. July 13—The 
administration pressed today f r 
Senate approval of a House-en­ 
acted bill granting government 
heads sweeping authority to f :e 
“ security risks ” 
The legislation w’as approved 
by the House yesterday 
by 
a 
vot of 327 to 14 after a heated 
controversy. 
The bill, sponsored by Rep. 
M u r r a y , <D) Teun., Postoffice 
and Civil Service Committee 
chairman, 
e m p o w e r s the 
heads of 
designated 
“ sensi­ 
tive” agencies to fire 
“ sum­ 
marily” em plojes whom they 
regard as security risks. 
The bill does not set aside the 
lavalty 
orogram which d» als 
with the dismissal 
of 
dishful 
workers. Its purpose is to per­ 
mit agency heads to dismiss em­ 
ployes or officials w'hom thev re­ 
gard as security risks beca ¡se 
they talk too much, drink exces­ 
sively 
gamble, are 
homosex­ 
uals, or for any other reason 
when “ deemed necessay in the 
interest of national security 
There was no concerted oppo­ 
sition to the bill 
itself, 
but 
a 
strong fight was made to pro­ 
vide dismissed 
employes 
with 
the right of appeal to the Civil 
Service Commission or an inde- 


pendent review' board. 
However, 
the 
House 
ed the attempts and provided in­ 
stead that a dismissed employe 
could appeal to the man w'ho fir­ 
ed him or someone designated 
by him. 
Dismissed employes could be 
hired by other 
“ non-sensitive” 
government agencies 
with 
the 
approval of the 
Civil 
Service 
Commission. 
The heads 
of 
the 
following 
“ sensitive” departments and ag­ 
encies were given the summary 
dismissal power by the bill: 
Army, Navy, Airforce, office 
of defense 
secretary, 
Atomic 
Energy 
Commission, 
C o a s t 
Guard 
State, Commerce. 
Jus­ 
tice, National Security Resourc­ 
es Board, and National Advisory 
! Committee for Aeronautics. 
In addition, 
the 
President 
would be authorized to extend 
the dismissal authority to oth­ 
er agency heads. 
The bill is permanent legisla­ 
tion, As such it supplants the 
temporary 
dismissal 
authority 
now held by the 
secretary 
of 
state and the heads of defense 
agencies. It also continues the 
permanent authority held by the 
Atomic Energy Commission. 


WASHINGTON, July 13 — The 
Korean war buried all hopes to­ 
day of low’er taxes this session 
of Congress and raised, instead, 
the prospect of higher levies if 
the conflict becomes more crit­ 
ical. 
The 
administration report­ 
edly 
has 
not decided 
y e t 
whether it will need 
m o r e 
money, but President Truman 
asked Congress to quit think­ 
ing about reducing taxes. 
Congressional leaders do not 
believe, however, that any tax 
raise will come before the next 
session in January unless Con­ 
gress is called into special ses- 
ion this Fall. 
Senate Finance C h a i r m a n 
George, (D ) Ga., may make a 
formal statem ent confirming the 
fact that tax relief has been put 
on ice indefinitely. 
His committee winds up 
its 
hearings today on the H ouse- 
I passed measure to knock off 
$1 01 billion in World War II lux­ 
ury taxes and replace all but $12 
million of the lost revenue with 
higher corporate taxes and the 
reject- cI()ii*ng °* lax structure loop- 


George believes that the mili­ 
tary will have to step up its cur­ 
rent spending rate so much that 
it will use up the money it al­ 
ready has much faster than it 
expected. In that case, he thinks 
the President will have to ask 
for an addition $6 billion. 
But George told reporters 
that m* new’ taxes should be 
needed rtri'sy conditioi» 4 *t 
(Continued on Page Two) 


holes. 
• 
• 
• 
TREASURY Secretary Snyder 
carried Mr. Trum an’s request to 
George and Chairman Doughton, 
(D) N, C.f of the House Ways 
and Means Committee. 
Snyder later issued 
a state­ 
ment saying he first consulted 
with the President, then t o l d 
George and Doughton that: 
“ It would not be prudent, in 
the 
light 
of developments 
in 
Korea, to proceed with further 
consideration of the tax bill now 
before the Senate.” 


Braniian Baps 
Price Hikes 
WASHINGTON, July 13—Sec­ 
retary of Agriculture Brannan 
declared today that there is evi­ 
dence of “ profiteering” in price 
increases on bread, 
m eat and 
other domestic foods since the 
outbreak of the Korean war. 
The secretary said that there 
I is no justification for hoarding 
, food or for price increases in 
view of th<- high rate of produc­ 
tion and 
enormous 
carry-over 
stocks of staple commodities. 


Nations Having 
Large Armies 
To Tarrv Load 


LAKE SUCCESS. July 13—The 
United Nations favored today a 
policy under which only govern­ 
ments with large s t a n d i n g 
armies would be called on 
to 
move ground forces into the Kor­ 
ean battle. 
Although a hard and fast de­ 
cision on all military m atters in­ 
volving 
the 
unified 
command 
must await a directive from Su­ 
preme Commander D o u g l a s 
MacArthur, it is understood to 
be the ruling opinion at UN top 
levels that “ token” ground units 
from a dozen countries might 
lead to confusion and impair op­ 
erational efficiency in Korea. 
Aside from the offer by Na­ 
tionalist China of 33,000 crack 
troops now 
posted 
on 
For­ 
mosa, the UN has no knowl­ 
edge of assertions in 
recent 
days 
by American 
senators 
that 
“several” 
governments 
have indicated their intention 
of taking such a step. 
The United Nations, however, 
is content to let each government 
funnel military information and 
contributions directly to 
Arthur through the U. S. How­ 
ever, the Canadian government 
requested 
Secretary - General 
Trygve Lie to notify the unified 
command 
headquarter* 
t h a t 
three destroyers are enroute to 
Korean waters, 
An official count shows 
that 
47 governments have 
pledged 
full support of the Security Coun­ 
cil’s sanctions resolution. 
The 
five Soviet bloc members have 
denounced it as illegal and Yugo­ 
slavia also opposes it. 


Of Book 


Attempt Is Made 
To Enroll Farmers 


WASHINGTON, 
J u l y 
1 3 - 
House spy 
investigators 
w ere 
told today that the Communist 
Party sought to 
e n r o l l Ohio 
farm ers by plugging the sale of 
a book by the Red Dean of Can­ 
terbury—Dr. Hewlett Johnson— 
among rural 
readers 
in 
that 
state. 
John J. 
Edmiston, 
Dayton 
Joumal-Herald newspaperman 
and former FBI 
undercover 
agent, said the National Com­ 
munist Party sponsored publi­ 
cation of 
the 
book, 
“Soviet 
Power,” at a cost of $35,000. 
Edmiston testified before the 
House 
UnAmerican 
activities 
Committee during an expose of 
Ohio Communists concerning a 
party meeting in Columbus Jan. 
12, 1941. 
Edmiston said; 
“ The meeting discussed a pro­ 
gram for membership a m o n g 
farm people in Ohio. It was de­ 
cided that it would be a good 
idea to plug the circulation of a 
book 'Soviet Power* written by 
the Dean of Canterbury. 
“ The National C o m m u n i s t 
Party sponsored the publication 
and assumed the 
expenses 
of 
$35.000 for a first run of 100.000 
copies. It was to retail for 35 
cents. 
• 
• 
• 
“ WE WERE URGED 
to 
in­ 
form party m em bers to buy thia 
i book and give it to non-Commu- 
nists friends, particularly clergy­ 
men, Tural editors and leader* 
j Oi f r rm ¿»rgj» uzations.” 
ildmietrn. t ‘ ,v 
a 
D a y t o n 
Journal-He. Id financial writer, 
joined the party in 1940 and 1941 
and made daily reports to the 
FBI. 
He described 
to the 
House 
probers several Com m u n i s t 
meetings he and his wife attend­ 
ed in Cleveland, Columbus 
and 
Cincinnati. He listed people pre­ 
sent whom he 
knew as party 
m em bers. 
Edmiston said the 
meetings 
considered the organizing cam ­ 
paign among farmers, peace mo­ 
bilization 
and 
non-intervention 
by the U. S. in the war during 
the Hitler-Stalin pact, and pro­ 
motion of strikes in d e f e n s e 
plants to block preparedness. 
Edmiston listed Communist 
Party 
members present 
as; 
Gus Hal, then 
chairman 
of 
the Ohio party; Betty Ehrhart 
of Canton. Ray Carlson Black­ 
burn, a Canton steel 
plant 
(Continued on Page Two) 


Minimum Wage 
Hike For Ohio 


Korean Orphan Finds War A Little Rough 


ADVANCE 
Headquarters 
In 
Korea, 
July 
13—Johnny 
Pak 
came back to American head 


an 
go, Johnny became part of 
American outfit. 
Sixth Division MPs on occupa 


and help them out in the mess quarters he had two clips hang- 
room while the ship was in port. 1 ing from his carbine, a full ban- 
But Johnny got his big chance doleer wrapped double around 
quarters today, tired and crying j tion duty in Korea taught him to to repay his American beneftc- his waist and a full box <1 50 car 


want to go and promised to obey 
orders saying; 
“J o h n n y not 
shoot until GIs shoot.” 
But the colonel 
insisted 
be- 
a little, but carrying a combat 
record of which his old mentors 
in the Sixth Division’s MP Bat­ 
talion would be proud. 
Johnny is 14 and an orphan. 
His real naftne is Pak Hama but 
the MPs, who adopted him as 
their mascot in Pusan four years 
ago, Americanized that nam e to 
Johnny Pak. 
Like many other war orphans 
in Korea. Japan, Germany and 
everywhere American 
soldiers 


speak English and shoot a car' 
bine. They gave him a 
home, 
clean food, and, most important 
of all. the loving 
attention 
he 
needed so badly when he was 10 
and an orphan. 
During the time between the 
departure of his MP benefactors 
and the return of Americans to 
fight the Communists, Johnny 
haunted the Pusan 
docks. 
He 
boarded every American ship he 
could just to talk to Americans 


tors when troops began arriving 
from Japan a week ago yester­ 
day. 
Johnny found a regimental col­ 
onel, told his story and sold him­ 
self as regimental interpreter. 
Eleven days ago Johnny went 
into combat with his new regi­ 
ment. 
He wheedled and pleaded until 
the GIs gavt him a carbine and 
lots of ammunition. 
When he showed up at head- 


bine shells in the pocket of his 
dungarees. 
Johnny, a handsome little kid 
with an unruly mop of hair, is 
troubled with w'arts on his hands 
and lip. His near-English amus­ 
es Americans and his personal­ 
ity attracted the regiment so it 
was glad to have him as a mas­ 
cot and interpreter, 
Tuesday morning things 
got 
too hot for the regiment. Johnny 


a 14-year-old. 
Johnny made the motor pool. 
He found it abandoned, 
Johnny admitted he was near 
cause “ bullets come like rain.” panic, but an ambulance mov- 
But Johnny started back alone ing back gave him a ride and he 
under orders. He admitted he was taken all the way to head- 
cried a little when a Communist quarters. 
tank came close That was while 
At headquarters a medical of- 
the 
Communist 
infantry 
was ficer, who knew him in Pusan 
trying to encircle the regiment, long ago, spotted him and took 
him in tow. He said Johnny suf­ 
fered slight combat fatigue. 
The medics are going to fix 
that and they are going to take 
the warts off Johnny’s hands and 


Johnny headed for the motor- 
pool where the colonel had sent 
him. He crawled a little, hid un­ 
der a waterfall for awhile and 
sobbed as he attempted to rush 
was ordered back. He did not) back to safety. It was rough for \ lips. 


Cafes I r::e<l 


COLUMBUS, July 13—A nine- 
m em ber state minimum wag* 
board today recommended sub­ 
stantial increases in minimum 
payments for 115.000 women and 
Mac- minors employed in Ohio hotels 
and restaurants. 
The 6-3 split decision w o uld 
give 
non-service 
workers 
in­ 
creases ranging from about 18 to 
32 cents per hour on a popula­ 
tion basis. Minimum wages for 
service 
workers 
w’ho 
receive 
tips would be boosted from about 
13 cents to a lat 40 cents per 
hour. 
The 
board 
recommended 
that payments for meal al­ 
lowances where no meals are 
supplied free to the employes 
be raised from 6.25 cents to 16 
cents per hour. 
State Industrial Relations Di­ 
rector Albert A Woldmen h a s 
ten days in which to accept or 
reject the recommendations of 
the board. If he acc epts, a pub­ 
lic hearing must he held within 
30 days after his decision date. 
The present minimum* in th# 
field were set in 1937. 
The increases for non-service 
employes according to the board 
recommendations would be: 
|. For cities over 100.000 from 
21 875 cent* to 55 cents per hour. 
2. For cities 
between 50,000 
and 100,000, 53 cents per hour. 
3. For cities between 5,000 and 
50,000 from 18 75 cent* to 51 
cents per hour, and 
4 Elsewhere fr *m 10 66 eenli 
to 49 cents per hour. 


CLEAR, COOL 
Clearing and cooler tonight. 
Friday, clear and cool. High, 88; 
Low, 58; At 8 a. rn. 72; Year 
ago, high. 86; low, 64. Sunrise, 
5:14 a. rn. Sunset, 8:01 p. 
m. 
T he Circleville H erald 


River 2.45 ft. 
An I n d e p e n d e n t N e w s p a p e r 


Thursday, July 13, 1930 


FULL SERVICE 


International 
New* 
Serries 
leased wire for atate, national 
and world news, Central Press 
picture service, leading column' 
is ta and artiste, full local iew s 
coverage. 


67th Year-163 
Ohio Commie Plans Detailed 


TIIF CRACKER BARREL Caravan, a modern and colorful Idea based on a down-to-earth theme, 
will be in Circleville Saturday, July 22. Backed by Circleville Junior Chamber of Commerce, the 
caravan will be booming the Hoover Commission Report. In photo above, two local men made ad« 
.Vance preparations for the showing. Left to right: Gene Richardson, Jaycee Caravan Committee 
' chairman; Lou Burns, advance man for the Caravan; and Joe Bell, Jaycee president. The cara­ 
van will be made up of four spectacular vehicles, headed by a 30-foot trailer bearing an authentic 
reproduction of a country store. 


Ko-Red Goal: 
A BOMB USE BEING URGED 


\ ‘Dunkirk’ ^0,1r ressmen 
Drastic 


dont rn irs Moving 
Toward Pusan 


WASHINGTON, July 13 — The 
Defense Department said today 
that 
the 
over-all 
Communist 
strategic plan in Korea is ‘'ob­ 
viously" aimed at forcing an 
American "Dunkirk" at the port 
Pub ar. 
W A 
bp-keaman disclosed that 
worldwide naval movements are 
underway to concentrate U. S. 
and 
United 
Nations 
strength 
w here it can be ruahed to the de­ 
fense of the port, if a last-ditch 
fight becomes necessary. 
Dispatches to Army head­ 
quarters emphasise that t h e 
t h r e e-division 
Communist 
thrust 
on 
Taejon, 
the 
pro- 
mon.ii capital, is only o n e 
arm of the eventual threat to 
Pusan. 
A second Communist army, 
also three divisions 
strong, 
is 
moving down the other side of a 
range of mountains in Central 
Korea, from Chungju and Tan- 
\ arg. The fall of both t h e s e 
to WTI s was announced yesterday. 
If each of these armies can 
appt xi rn ately BO miles, 
* h e v will join at the rail center 
of Taegu and will stand 60 miles 
from Pusan with a combined 
force of possibly HK).OOO men. 
The military spokesman said 
that if the advances are execut­ 
ed within the next three or four 
weeks, it is unlikely that Gen­ 
eral MacArthur could have more 
than two American divisions — 
possibly 25,000 men—at Pusan to 
.fend the port. 
• 
• 
• 
MacARTHUR HAS only four 
divions under his command, and 
has emphasized in p e r s o n a l 
messages to headquarters that 
he cannot denude the defenses cf 
Japan for the Korean operation. 
The U. S. Marines, first fight­ 
ing unit to be ordered out of the 
continental U. S., will not reach 
£ 
(Continued on Page Two) 


(Mans For Pressing War 


Traffic \ iolator 
Crackdown Is 


Pledged Bv (lops 


Circleville 
motorists 
w e r e 
warned Thursday that a crack­ 
d o w n on traffic violations is im­ 
pending. 
The warning was voiced by 
Police Chief William F. McCra- 
dv as he studied a report of ar­ 
rests during the last few months. 
"Things like 
running 
s t o p 
signs and lights and failure to 
yield the right-of-way 
are 
in­ 
creasing," said the chief. "We’re 
going to start cracking down on 
^ lese people." 
The chief added to his list the 
double parkers, speeders, reck­ 
less operators and persons who 
park on the wrong side of the 
street. 
"That about double parking 
goes for trucks, too," said the 
chief. " I ’ve seen some of these 
guys who park out in the middle 
of the street to unload w*hen park­ 
ing space is available. 
"And that means both night 
and day, too," he added. 


WASHINGTON. July 13—Am­ 
erican reverses in Korea stirred 
demands in Congress today that 
the administration authorize u-e 
of the atomic bomb, beak 
lations with Communist coun­ 
tries. and call up I. serves and 
the National Guard. 
Rep. Bentsen, < I) 
Texas, a 
World War ll 
veteran, 
sug­ 
gested that President Truman 
demand that the North 
Kor­ 
ean forces withdraw or face 
atomic attack. Sen. Brewster, 
<Ri Maine, suggested earlier 
that Gen. MacArthur be auth­ 
orised to use the bomb at his 
discretion. 


IO V acal inners 


Hurt As Sow 


Trains Collide 


PAYN ES VILLE. Minn., July 
13—A special Soc Line tram car­ 
rying 300 vacationers to Canada 
! collided with a freight tram ear­ 
ly today outside Paynesville, in­ 
juring 40 passengers. 
There were 
no fatalities 
ac­ 
cording to first reports from the 
! scene. 
The passenger tram struck a 
Soo Line freight tram head-on 
on the main line. Witnesses said 
the freight train had backed on 
a siding, but its locomotive re­ 
mained on the main track. 
All of the passengers were 
members of the Ohio, Pennsyl­ 
vania and Atlantic Seaboard 
Hardware Associations. They 
were bound to 
Lake 
Louise, 
Banff, C anada, and then on to 
S*atte for their national con- 
i vention. 
One car of the 15-pullman spe­ 
cial left the rails. Windows were 
I broken in all the pullmans. 
Three of the injured were rush­ 
ed to My*-e hospital in Haynes­ 
ville. Doctors and 
ambulances 
were summoned to 
the 
scene 
from a wude area. 
Witnesses said the passenger 
tram , which left Minneapolis at 
jl:30 a. rn., was traveling about 
I 45 miles an hour when it hit the 
freight locomotive. 
The Soo Line—the Minneapo- near Zwickau, 
in 
the eastern 
Us, St. Paul and Saut Ste. Ma- province of Saxony, 
rie Railroad—d.spatched a loco- 
Most of the casualties w*ere re­ 
motive from Minneapolis to haul ported 
to 
be 
uranium 
mine 
j the special back to that city. 
workers. 


20 Germans 
Die Iii Wreck 


BERLIN, July 13 — The Ger­ 
man news agency DPA reported 
today that 20 persons were kill­ 
ed and 50 seriously injured 
in 
th* collision of a German pas­ 
senger tram with a freight tram 


Heroic Yankees 
Stall All-Out 
Win For Reds 


Enemy SHU Advancing South: 
«/ 
c 
Huge B-29 Raids Get Underway 


Secretary of State Acheson. at 
his news conference, said that 
the U. S. will make no agree­ 
ment to refrain from using the 
bomb in the Korean war. 
Sen. McCarran (D) Nev., ask­ 
ed that the United States break 
off 
diplomatic 
relations 
with 
Russia and her satellites as "a 
last hope in the cause of peace.” 
Sen. Russell, (D) Ga , urged 
that trained Reserves and the 
National Guard be called to ac­ 
tive duty. He was 
backed 
by 
jSen, Johnson, (D) Texas, 
who 
\ specified, however, that the call 
be limited to all Reservists and 
Guardsmen now on a drill pay, 
, or Active Reserve, status. 
rn 
• 
• 
RUSSELL SAID that the 20.- 
000-man draft call is inadequate 
to supply the armed forces’ man­ 
power needs, and that the Guard 
and Reserves should be used to 
provide trained manpower. 
Johnson advocated an addition 
of 832.028 men to the armed for­ 
ces. 
, 
Acheson 
disclosed 
that 
aid 
m ay come from several of the 
United Nations. In addition 
to 
Australia, whose planes are al­ 
ready in combat, Acheson said 
that assistance has been offered 
by Britain, New Zealand, Cana­ 
da, Nationalist China. The Neth­ 
erlands and other countries. 
The secretary warned that the 
Korean conflict may be only the 
first part of a general Commu­ 
nist scheme of armed 
aggres­ 
sion throughout the world. 
Two members of 
the 
House 
UnAmerican Activities Commit­ 
tee echoed Acheson when they 
cautioned that Russian 
"peace 
offensives" are designed only to 
allow the Soviets to catch 
up 
with the United States in atom 
bomb production. 


TOKYO, 
July 14—(Friday)— 
Gen. Douglas MacArthur today 
credited the heroism of outnum­ 
bered U. S. soldiers with thwart­ 
ing a Communist blitz conquest 
of all South Korea as he d i s- 
ciosed a giant B-29 raid on North 
Korea to weaken the 
still ad­ 
vancing Red invasion avalanche, ; 
The United Nations supreme J 
commander, in a communique 
issued Friday shortly a f t e r 
midnight, announced 
further 
American and South Korean 
withdrawals Thursday in t h e 
face of "numerically super­ 
ior" enemy forces and a wide 
Red flanking drive endanger­ 
ing the I . S. position on the 
Kum river. 
The Communist armored di­ 
visions MacArthur said, h a v e 
throw'n "enveloping forces" into 
an effort to "negotiate" the Tae- 
bok 
mountain passes 
and at­ 
tempt to "break through 
be­ 
tween Taegu and Taejon." 
This drive was earlier report­ 
ed to have thrust spearheads 
within 44 miles of the lifeline be­ 
hind the Americans on the Kum 
bend above Taejon. 
MacArthur announced in his 
latest war bulletin that Thurs­ 
day’s Allied air strikes w e r e 
paced by American B-29 Super­ 
fortresses, nearly 50 of which 
spilled 500 tons of bombs on a 
North Korean rail hub in t h e 
biggest raid of the Korean war 
now raging in its 20th day. 
• 
• 
« 
THE SUPREME commander 
declared that the brilliance and 
courage of overwhelmingly rut- 
manned American troops 
had 
prevented the quick collapse of 
all South Korea before the Red 
o n s l a u g h t . 
MacArthur pro­ 
claimed: 
"The American ground units 
in Korea are fighting one of the 
most skillful and heroic holding 


and rearguard actions in h i s- 
tory. 
"They have filled the breach, 
without w’hich the North Korean 
forces would have—long ere this 
—overrun and destroyed South 
Korea " 
In a special communique is­ 
sued after he had conferred with 
the staff chiefs of Am erica’s 
Army and Airforces who flew to 
Tokyo from Washington, 
Mac­ 
Arthur pointed out that the U. S. 
troops have been "overwhelm­ 
ingly outnumbered—in some in­ 
stances more than 20 to I." 
Nevertheless, the supreme 
commander declared, the gal­ 
lant Americans inflicted cas­ 
ualties on the Communist in­ 
vaders "immeasurably great­ 
er than those they sustained." 
MacArthur listed 488 U. S. 
Army casualties — including 42 
killed, 190 w o u n d e d and 256 
missing. He said these 
figures 
show that the American troop 
losses "have been greatly exag­ 
gerated :n press reports f r o m 
the front." 
America's fames mass precis­ 
ion bombing was introduced into 
the Korean war 
two groups of 
Superforts, flown across the P a­ 
cific from the U. S. West Coast 
only 
eight 
days 
before 
they 
rained a million pounds of ex­ 
plosives on the 
North 
Korean 
rail center. 
The shattering B-29 blow at 
one of the fountainheads of the 
Red invasion that has engulfed 
more than half of South Korea 
w*as dealt in broad daylight, cli­ 
maxing a 
1.500-m:le 
roundtrip 
for the four-eneined B-29s from 
their new F ar Eastern bases and 
return. 
Returning Superfort men—in­ 
cluding many veterans of World 
War II strategic bombings that 
wrought havoc 
upon 
German 
and Japanese centers—reported 
(Continued on Page Two) 


Quick Senate Approval Is Sought 


For Dismissal Of ’Security Bisks* 
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WASHINGTON, J 
administration press 
Senate approv 
acted bill gra 
heads sweepir 
"security risks." 
The legislation was appr 
by the House 
vot of 327 to 14 after a 
controversy. 
The bill, sponsored by Rep. 
Murray, <D> Teun., Postoffice 
and Civil .Service Committee 
chairman, 
e m p o w e r s the 
heads of 
designated 
"sensi­ 
tive’’ agencies to fire "sum ­ 
marily” employes whom they 
regard as security risks. 
The bill does not set aside th' 
loyalty 
program w’hich deal 
with the dismissal 
of 
dis! 
workers. Its purpose is to 
mit agency heads to dismiss 
ployes or officials whom the 
gard as security risks bec 
they talk too much, drink e> 
sively 
gamble, are 
home 
uals, or for any other re 
w'hen "deemed necessay in 
interest of national security 
There wras no concerted r 
sition to the bill 
itself, 
bu 
strong fight was made to 
vide dismissed 
employes 
the right of appeal to the 
Service Commission or an 


yal 
*er- 
► 
ju­ 
re- 
use 
•es- 
ex- 
son 
the 


PPO- 
it 
a 
pro- 
with 
Civil 
inde­ 


pendent review* board. 
However, 
the 
House 
reject­ 
ed the attempts and provided in­ 
stead that a dismissed employe 
could appeal to the man who fir­ 
ed him or someone designated 
by him. 
Dismissed employes could be 
hired by other 
"non-sensitive" 
government agencies 
with 
the 
approval of the 
Civil 
Service 
Commission. 
The heads 
of 
the 
following 
"sensitive" departments and ag­ 
encies were given the summary 
dismissal power by the bill: 
Army, Navy, Airforce, office 
of 
defense 
secretary, 
Atomic 
Energy 
Commission. 
C o a s t 
Guard 
State, Commerce. 
Jus­ 
tice. National Security Resourc­ 
es Board, and National Advisory 
Committee for Aeronautics. 
In addition, 
the 
President 
would be authorized to extend 
the dismissal authority to oth­ 
er agency heads. 
The bill is permanent legisla­ 
tion. As such it supplants the 
temporary 
dismissal 
authority 
now held by the 
secretary 
of 
state and the heads of defense 
agencies. It also continues the 
permanent authority held by the 
Atomic Energy Commission. 


AS NORTH KOREANS continued to hurl huge tank force* against 
outmanned and outgunned American units, the U. S. forces were 
reported to have retreated to the Kum River defenses in South 
Korea. Pressing toward the huh city of Taejon (I), the Reds were 
moving south from captured (honan (arrow). Battle front is in­ 
dicated by broken line. Black section show* area taken by 
Communist invaders. 


EVEN HIKE SAID POSSIBLE 
All Hopes Of Tax Cuts 
Bein" Buried By Congress 


WASHINGTON, July 13 — The 
Korean war buried all hopes to­ 
day of lower taxes this session 
of Congress and raised, instead, 
the prospect of higher levies if 
the conflict becomes more crit- 
: ical. 
The 
administration report­ 
edly 
has 
not 
decided 
y e t 
whether it will need 
m o r e 
money, but President Truman 
asked Congress to quit think­ 
ing about reducing taxes. 
Congressional leaders do not 
believe, however, that any tax 
raise will come before the next 
session in January unless Con­ 
gress is called into special ses- 
ion this Fall. 
Senate Finance C h a i r m a n 
George, (D ) Ga., may make a 
formal statem ent confirming the 
fact that tax relief has been put 
on ice indefinitely. 
His committee winds up 
its 
hearings tod: 
passed 
meas 
$1.01 billion lr 
ury taxes and 
million of the 
higher corpor 
closing of I. 
holes. 


George believes that the mili­ 
tary will have to step up its cur­ 
rent spending rate so much that 
it will use up the money it al­ 
ready has much faster than it 
expected. In that case, he thinks 
the President will have to ask 
for an addition $6 billion. 
But George told reporter* 
that n« new* taxes should be 
needed rate** conditionr* * « t 
(Continued on Page Two) 


Nations Having 


I^arjre Armies 


To (larry Load 


y on the H ouse- 
jre to knock off 
World VS 
replace « 
lost rev. 
ate taxes 
x struct 


II lux- I 
jut $12 . 
p with 
id the 
loop-. 


TREASURY 
carried Mr. Ti 
George and Ct 


•retary Snyder 
an s request to 
nan Doughton, 
(D) N. C., of the House Ways 
and Means Committee. 
Snyder later issued 
a state­ 
ment saying he first consulted 
with the President, then t o l d 
George and Doughton that: 
"It would not be prudent, in 
the 
light 
of developments 
in 
Korea, to proceed with further 
consideration of the tax bill now 
before the Senate." 


n at UN top 
ground units 
dries 
might 
d im pair op- 


Rraiiiian Haps 


P ric e H ikes 
WASHINGTON, July 13—Sec­ 
retary of Agriculture Brannan 
declared today that there is evi­ 
dence of "profiteering" in price 
increases on bread, 
meat and 
other domestic foods since the 
outbreak of the Korean war. 
The secretary said that there 
is no justification for hoarding 
food or for price increases in 
view of the high rate of produc­ 
tion and 
enormous 
carry-over 
stocks of staple commodities. 


LAKE SUCCESS. July 13—The 
United Nations favored today a 
policy under which only govern­ 
ments with large s t a n d i n g 
arm ies would be called on 
to 
move ground forces into the Kor­ 
ean battle. 
Although a hard and fast de­ 
cision on all military m atters in­ 
volving 
the 
unified 
command 
m ust await a directive from Su­ 
preme Commander D o u g l a s 
MacArthur, it is understood to 
be the ruling opin 
levels that "token’’ 
from a dozen coun 
lead to confusion an 
erational efficiency in Korea. 
Aside from the offer by Na­ 
tionalist China of 33,000 crack 
troops now 
posted 
on 
For­ 
mosa, the UN has no knowl­ 
edge rd assertions 
in 
recent 
days 
by American 
senators 
that 
“ several" 
governments 
have indicated their intention 
of taking sue h a step. 
The United Nations, however, 
is content to let each government 
funnel military information and 
contributions directly to Mac­ 
Arthur through the IL S. How*- 
ever, the Canadian government 
requested 
Secretary - General 
Trygve Lie to notify the unified 
command 
headquarters 
t h a t 
three destroyers are enroute to 
Korean waters. 
An official count shows 
that 
47 governments have 
pledged 
full support of the Security Coun­ 
cil's sanctions resolution. 
The 
five Soviet bloc m em bers have 
denounced it as illegal and Yugo­ 
slavia also opposes it. 


Reds Told 
Push Sale 
Of Book 


Attempt Is Made 
To Enroll Farmers 


WASHINGTON. 
J u l y 
1 3 - 
House spy 
investigators 
were 
told today that the Communist 
| Party sought to 
e n r o l l Ohio 
farm ers by plugging the sale of 
a book by the Red Dean of Can- 
j terbury—Dr. Hewlett Johnson-— 
among rural 
readers 
in 
that 
I state. 
John J. 
Edmlston, 
Dayton 
Journal-Herald newspaperman 
and former FBI 
undercover 
agent, said the National Com­ 
munist Party sponsored publi­ 
cation of 
the 
book, 
"Soviet 
Power," at a coit of $35,000. 
E* mitten testified before tha 
House 
UnAmerican 
activities 
Committee during an expose of 
Ohio Communists concerning a 
party meeting in Columbus Jan. 
j 12. 1941. 
Edmiston said: 
"The meeting discussed a pro­ 
gram for membership a m o n g 
1 farm people in Ohio. It was de- 
j cided that it would be a good 
idea to plug the circulation of a 
i book ‘Soviet Power* written by 
the Dean of Canterbury. 
"The National C o m m u n i s t 
P arty sponsored the publication 
and assumed the 
expenses 
of 
$35,000 for a first run of 100,000 
copies. It was to retail for 35 
cents. 
• 
• 
• 
“WE WERE URGED 
to 
In. 
form party members to buy thia 
( book and give it to non-Commu* 
nists friends, particularly clergy­ 
men, rural editors and leader* 
j Oi firm M g.*ligations.” 
yid mitten. i* ,v 
a 
D a y t o n 
Journal-He 
Id financial writer, 
joined the party in 1940 and 1941 
and made daily reports to tha 
FBI. 
He described 
to 
the 
House 
probers several Com rn u n i s t 
meetings he and his wife attend­ 
ed in Cleveland, Columbus 
and 
Cincinnati. He listed people pre­ 
sent whom he 
knew as 
party 
m em bers, 
Edmiston said the 
meetings 
considered the organizing cam* 
paign among farmers, peace mo­ 
bilization 
and 
non-intervention 
by the U. S. in the war during 
the Hitler-Stahn pact, and pro­ 
motion of strikes in d e f e n d 
plants to block preparedness. 
Edmiston listed Communist 
Party 
members present 
as: 
Gus Hal, then 
chairman 
of 
the Ohio party; Betty Ehrhart 
of Canton, Ray Carlson Black­ 
burn, a Canton steel 
plant 
(Continued on Page Two) 


Korean Orphan Finds War A Little Rough 


ADVANCE 
Headquarters 
In I 
Korea, 
July 
13—Johnny 
Pak 
came back to American head­ 
quarters today, tired and crying 
a little, but carrying a combat 
record of wrhich his old mentors 
in the Sixth Division’s MP Bat­ 
talion would be proud. 
Johnny is 14 and an orphan. 
His real naPme is Pak Hama b u t! 
the MPs, w ho adopted him asI 
their mascot in Pusan four years 
ago, Americanized that name to 
Johnny Pak. 
Like many other w*ar orphans 
in Korea, Japan, Germany and 
everywhere American 
soldiers 


go, Johnny became part of an 
American outfit. 
Sixth Division MPs on occupa­ 
tion duty in Korea taught him to 
speak English and shoot a car­ 
bine. They gave him a home, 
clean food, and, most important 
of all. the loving 
attention 
he 
needed so badly when he was IO 
and an orphan. 
During the time between the 
departure of his MP benefactors 
and the return of Americans to 
fight the Communists, Johnny 
haunted the Pusan 
docks. 
He 
boarded every American ship he 
could just to talk to Americans 


and help them out in the mess 
room while the ship was in port. 
But Johnny got his b u chance 
to repay his American benefac­ 
tors when troops began arriving 
from Japan a week ago yester­ 
day. 
Johnny found a regimental col­ 
onel, told his story and sold him­ 
self as regimental 
interpreter. 
Eleven days ago Johnny went 
! into combat with his new regi- 
■ ment. 
He wheedled and pleaded until 
; the Gig gave him a carbine and 
lots of ammunition, 
i 
When he showed up at head­ 


quarters he had two clips hang- j 
mg from his carbine, a full ban- j 
doleer wrapped double around 
his waist and a full box of 50 car-1 
bine shells in the pocket of his 
dungarees. 
Johnny, a handsome little kid , 
with an unruly mop of hair, is 
troubled with warts on his hands 
and lip. His near-English amus­ 
es Americans and his personal- j 
ity attracted the regiment so it 
was glad to have him as a m as­ 
cot and interpreter. 
Tuesday morning things 
got 
too hot for the regiment. Johnny 
w as ordered back. He did not j 


want to go and promised to obey 
orders saying: 
" J o h n n y not 
shoot until GIs shoot." 
But the colonel 
insisted 
be­ 
cause "bullets come like rain." 
But Johnny started back alone 
under orders. He admitted he 
cried a little when a Communist 
tank came close. That was while 
the 
Communist 
infantry 
was 
trying to encircle the regiment. 
Johnny headed for the motor- 
pool w'here the colonel had sent 
him. He crawled a little, hid un­ 
der a waterfall for awhile and 
sobbed as he attempted to rush 
back to safety. It was rough for 


I a 14-year-old. 
Johnny made the motorpool. 
He found it abandoned. 
Johnny admitted he was near 
panic, but an ambulance mov- 
! ing back gave him a ride and he 
was taken all the way to head­ 
quarters. 
At headquarters a medical of­ 
ficer, who knew him in Pusan 
long ago, spotted him and took 
him in tow. He said Johnny suf­ 
fered slight combat fatigue. 
The medics are going to fix 
that and they are going to take 
the warts off Johnny’s hands and 
I lips. 


Minimum \lage 
Hike For Ohio 
Oaf es Urged 


COLUMBUS, July 13—A nine- 
m em ber state minimum wags 
board today recommended sub­ 
stantial increases in minimum 
paym ents for 115,000 women and 
minors employed rn Ohio hotels 
and restaurants. 
The A-3 split decision w o uld 
give 
non-service 
workers 
in­ 
creases ranging from about 18 to 
32 cents per hour on a popula­ 
tion basis. Minimum wages for 
service 
workers 
who 
receive 
tips w'ould be boosted from about 
13 cents to a lat 40 cents per 
hour. 
The 
board 
recommended 
that payments for meal al­ 
lowances where no meals are 
supplied free to the employe* 
be raised from 6.25 cents to 18 
cents per hour. 
State Industrial Relations Di­ 
rector Albert A. Woldman h a s 
ten days rn which to accept or 
reject the recommendations of 
the board. If he accepts, a pub­ 
lic hearing must be held within 
30 days after his decision date. 
The present minimums in th# 
field were set in 1937. 
The increases for non-servici 
employes according to the board 
recommendations would be: 
1. For cities over 100,000 from 
21.875 cents to 55 cents per hour. 
2. For cities 
between 50,000 
and 100.000, 53 cents per hour. 
3. For cities between 5,000 and 
50,000 from 18.75 cents to 51 
cents per hour, and 
4. Elsewhere from 16 66 centi 
to -bi centi per hour. 
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KOREAN SWEATS BLOOD 
Newsmen And Envoy Both 
On Spot In Questionili" 


hursdoy, July 13, 1950 


Mainly About 
Peopli 
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NEW YORK, July 13—There | 
are cynics who place 
no 
cre­ 
dence m the u iio 
announcer’s 
blurb to the effect that ' this is ! 
a completely 
unrehearsed 
and 
spontaneous program 
Rut like the giraffe, there is so 
such an animal, I am still 
un­ 
settled b>gmy recent 
participa-j 
tion in such a program, “Meet 
The Press,” 
which 
completely i 
unnerved his excellency, John 
M Chang, ambassador of the 
Ri public of Korer to the United 
States, and the 
program ’s cen­ 
tral figure. 
If there had been even a five 
minute 
rehearsal 
period 
to 
warn his excellency of his or­ 
deal bv question, ! am sure Dr. 
( hang would have 
taken 
re- 


wiuwwunnaimiiini 
■mmimrmiiinuHitiinHMtuMUt 


fuge in a diplomatic faint for 
the next 30 minutes. 
It’s just possible that we news­ 
men, Glenn Neville, executive 
editor of the New York M irror; 
Cecil Brown, news commentator 
of the Mutual Broadcasting Co.; 
Murray Davis of the New York 
World-Telegram and 
Sun; 
and 
myself, might have 
done 
like­ 
wise. 
Not until we were on the 
air 
did we realize to our mutual un­ 
happiness. that no m atter what 
we asked Dr. Chang, it was—in 
the face of the present 
Korean 
situation—undiplomatic and 
put 
the good doctor squarely on the 
spot. 
Because every question we fir­ 
ed at Dr. Chang, a kind, intelli­ 
gent man. was designed to try to 
find out what flaws in American 
or Korean policy had led to the 
present debacle. 


ONE MINUTE PULPIT 
A good workman knows his 
tools, and how to handle them. 
He puts in a full day of labor 
and strives for perfection. This 
is a good rule for ministers or 
for carpenters or housewives. 
Study to show thyself approved 
unto God, a workman that need- 
eth not to be ashamed, rightly ! 
dividing the word of truth.—2 
Tim. 2:15. 
* 
* 
* 
Charles Morrison, 19, of Ash- 
ville, forfeited $10 bond Wednes-1 
day when he failed to answer an I 
accusation in m ayor’s court for 
failure to yield the right of way. 
He was arrested by Police Chief 
William F. McCrady and Officer ; 
Turney Ross following an acci­ 
dent at Franklin and Washington 
streets 


Reds Told 
Push Sale 
Of Book 


DEATHS 


and Funeral§ 


of 
(Continued from Page One) 
worker; John Williamson 
Cleveland, party secretary; 
Andrew H. Onda of Cleveland, 
assistant 
secretary; 
J o s e p h 
Brandt, who succeeded Onda; a 


MRS. JAMES A. SHEA 
Mrs. Mary E. Shea, 91, widow 
• f Jam es A. Shea die oWe-ddsnee 
of Jam es A. Shea died Wednts- 
d iy night in her home 
at 494 
East Main street after a lengthy 
illness. 
Her parents were Patrick and 
M argaret 
Lennon. 
natives 
of 
Ireland. 
Her 
entire 
life 
was 
spent in Circleville. 
Surviving are a 
s o n , 
t w o 
Mr. Ford of Canton, who ran for dau8ht' 
aJ1 of the home, two 
gi andchildren, a 
great 
grand 
governor of Ohio on the Commu- 
. 
. 
child; a sister, Miss Anna Len- 
ms 
Ticket in 1936; 
Alexander non, also of the residence. 


Atlanta 


nimiiiimmiHHntr'nmi'iiniwiwwni!! 


Mr. and Mrs* Earl Armentrout 
were surprised Friday 
evening 
when friends and relatives ap-j 
peared for the evening to help j 
them celebrate their 32nd wed­ 
ding anniversary. After a pleas­ 
ant evening of conversation, re­ 
freshments were served by the 
hostess, Jearne Armentrout, as­ 
sisted by her sisters, Mrs. Joe 
Kelly, Mrs. Marvin Orihood and 
Mrs. Dale Day of Cuba. T h e 
guests included Mr. and Mr s . 
R A Day of Cuba. Miss S u e 
Johnson of Springfield, Mr. and 
Mrs. Merle Scott and grandsons, 
Mr. and Mrs. Homer Kelly, Mr. 
and 
Mrs. Robert Armentrout, 
Mr. and Mrs. Marvin Orihood 
and children, Mr. and Mrs. Joe 
Kelly and children, Marilyn Tur­ 
ner and Mrs. Dale Day. 
— ---- Atlantr 
-.. 
Mary Vandergriff left Monday 
for a week’s vacation at the 
Church of Christ Summer Camp 
near Bainbridge. 


- ........... 
Atlanta — — 
— — 
Harvey Patterson underwent a 
nasal and tonsillectomy opera­ 
tion at Doctor’s hospital, in Col­ 
umbus, Wednesday morning. 


—— 
— AUama 
1 - ......... 
Mr. and Mrs. Carl Bmns visit­ 
ed Tuesday evening with Mr* 
and Mrs. Joe Bush. 
— Atlanta 
— 
—.... 
Saturday guests of Mr. and 
Mrs. Austin Bogard and chil­ 
dren were Mr. and 
Frank 
McCann and son Michael of Lon­ 
don, Mr. and Mrs. Lonnie Bate­ 
man and son of Dayton, Mrs. 
Bateman and son remained over 
for 
a 
week’s 
visit 
with the 
Bogards. 
Atlanta 
Mrs. Edith Keaton of Orient 
spent the weekend with Mr. and 
Mr. 
Ralph 
Keaton 
and 
chil­ 
dren. On Sunday she was a din­ 
ner guest of Mr. and Mrs. Ed 
Keaton. 
— — —— A tla n ta — ■ — — .— 
Isaac 
Willis 
of 
Washington 
C. H., spent the weekend with 
Mr. and Mrs Charles W. Mills 
Additional Saturday evening s :p- 
per guests were Mr. and Mrs. 
George Rockwell and Mr. and 
Mrs. Bert Rockwell and sons of 
Springfield. 
Atlanta 
Mrs. Jam es Crider is visiting 
this week with r e l a t i v e s at 
Greenup, Ky, 
— 
A tlan ta — 
— 
... 
J. F. Patton of Jeffersonville 
visited Sunday afternoon w i t h 
Mr. and Mrs. Earl A rm en trou t 
and family. 
— 
Atlanta ———- 
I>r. and Mrs. J. T. French of 
Dayton spent Friday with Mr. 
and Mrs C. P. Clements a n d 
son John W. Clements. 
—— 
At}ant* ——— — 
■— 
Mi s 
W illia m Skinner. Mrs. 
Dennis La mo and daughter B et­ 
ty Jane shopped in Chiilicothe 
Monday. 
- Atlanta - —...... . 
Mrs. Forest Morris 
Mr, an 
and d a u g h te rs had as their Sun­ 
day evening guests Mr. and Mrs. 
Oren W.secup and children. 
— -------- Atlanta 
—............ 
Mr. and Mrs Joe Bush had as 


DR. CHANG, as 
a diplomat, 
could not afford to be put in the 
position either of criticizing 
his 
or our government. 
So the painfully 
unrehearsed 
hedging becan on the am bassa­ 
dor’s part and equally painful at­ 
tempt on our part to get at some 
of the cause. 
It was obvious, as the program 
progressed, that Dr Chang's in­ 
nocent admission that he 
had 
seen President T r u m a n six 
months before the North Korean 
invasion of South Korea and had 
warned him that such an attack 
was imminent, horrified the am ­ 
bassador and caused h.m 
deep 
distress. 
“ President Truman has done a 
wonderful thing for us. He 
has 
been our best friend," Dr. Chang 
kept repeating as we pressed to 
learn what 
President Trum an 
had done 
in 
response 
to Dr. 
Chang’s warning and why—with 
six months to prepare for such 
an attack—nothing, 
obviously, 
was done to bolster Korean arm s 
or forces. 
It must 
also 
have 
b e e n 
equally obvious that we A m er­ 
ican newsmen were at least so 
much if not more disturbed by 
the ease 
with 
which 
South 
Korean forces were overrun in 
the first days of fighting. 
But, as a diplomat. Dr. Chang 
could no more 
admit the 
one 
charge than the other. The am ­ 
bassador 
tactfully 
said t h a t 
K reans w’ere as much surprised 
by the suddenness of the attack 
as Americans, aqd no mt»re pre- 
pared by their own intelligence 
force than we by ours, 
He 
added 
proudly that 
any 
charges of South Korean coward­ 
ice were unsubstantiated. Men 
wbthout adequate 
arm s cannot 
fight tanks, he declared. When 
American occupation forces pull­ 
ed out of Korea, the equipment 
they 
left 
behind 
included no 
heavy arm am ent or tanks, to the 
am bassador’s knowledge. 
Dr. Chang came prepared 
to 
answer only one question: 
Ob­ 
viously, he was expecting some 
queries on the reports that 
the 
South K o r e a n government of 
President Syngman Rhee is not 
popular with the people. 
'I HIS THE ambassador stoutly 
denied in a prepared statement, 
which he read slowly and 
em­ 
phatically. He declared such re­ 
ports to be hoary Communist 
propaganda. 
He was also emphatic in 
his 
declaration that the North Kor­ 
eans are 
fighting 
with Soviet 
arms and equipment and that if 
not actually led in the field 
by 
Russian officers, 
then 
Russian 
master-minds in the rear are re­ 
sponsible for strategy and 
tac­ 
tics. 
At the end of the broadcast, 
Dr Chang was sweating 
blood, 
and we newsmen were not 
far 
behind. 
At the end of the broadcast, 
Chang said tragically “the pres­ 
ident will never forgive m e!" 
None of us had the courage to 
ask him whether he meant Har­ 
ry Truman or Syngman Rhee. 


Pickaway 
County 
Engineer 
Henry McCrady and Deputy En­ 
gineer Frank Baum returned to i 
their duties Thursday following 
the annual Summer meeting of 
the Southern Ohio Chapter of 
Professional 
Engineers, 
held 
Wednesday at Lake White. Me- 
Cradv is secretary-treasurer to 
the organization. 


Trachtenberg, formerly of New 
York who recently has been ac- j 
tive in the California party; Ben 
Adkins of Akron, candidate for j 
lieutenant-governor in 1940 on 
the Communist ticket; F r a n k 1 
Davidow, Cleveland organizer; i 
Lowell Watson, sfate president 
of the Ohio Workers Alliance. 
Edmiston said the Columbus 


Requiem high mass 
will 
be 
celebrated in St. Joseph’s Catho­ 
lic church at 9 a. m. Saturday 
with burial in St. Joseph’s cem­ 
etery. 
Friends may call in the 
dence F iday. 
resi- 


MKS. JOHN VORHEES 
Mrs. Lidia Chilcote 
Vorhees, 
meeting was held in the taproom ] 71, died unexpectedly in her real* 
in the basement of the Virginia denee on Big 
Pine 
road 
near 
hotel and had been booked as a 
salesm an’s meeting. 
He said he and his wife were 
driven to Columbus bv Robert 


Dr. P. C. Koutzuhn will be out 
of town from Saturday July 15 
until August 1st. 
— ad. 


Laurel llle at 9:30 p. m. Wed­ 
nesday 
Boi i in Laurel T o w n s h i p , 


Gunkle, Cincinnati party secret 5 ? ^ " * C^ 
1.,± 1 w“ 
, ‘ h e 
,„ n . at 
~ 
dLT 
daughter of Sealthial and Mary 
tary at the time, in a new Chev. Sni . 
rhilcote 
rolet which Gunkle said the par- 
Chilcote. 
ty had purchased for him. 


Circleville’s t o w n s h i p ire 
truck was called at about 12:30 
p. m. Wednesday to extinguish a 
rubbish fire behind F razier’s fill­ 
ing station on Route 23, j u s t 
north of Circleville. No dam age 
was reported. 


Surviving are beside the hus­ 
band, John Vorhees of the home, 
'TIIIT 
w' m o . tI 
a <ial:*hter- Mrs. Nellie Culp of 
COLUMBUS meeting, he Logan Route 2; and four sons, 
said, was to receive a report on 
a conference being held in Lon­ 
don the same day—Jan. 12, 1941 
— at which Communists hoped to 
get 
British Labor 
leaders 
to 
make a plea for peace. 
Edmiston explained; 


Mrs. 
Virgil 
Hanley 
of 
563 
North Pickaway street entered 
Berger hospital Thursday morn­ 
ing where she is a surgical pa­ 
tient. 


Der. Vorhees of 
Laurel v i 1 ] e 
Route 2; 
Grover 
Vorhees 
of 
I South Bloonungsville; Roy and 
Marvin Vorhees of Logan Route 
2; 17 grandchildren and 20 great 
grandchildren. 
, , T . 
Services will be held at 2 p.m. 
Sunday in Pine Grove Method,st 


l’ou will find a good selection 


o f Reconditioned Refrigerators, 
Ranges and Washers at Boyd’s. 
—ad. 


Mrs. Nellie Fohl of 130 North 
Pickaway street entered Berger 
hospital for surgery Wednesday. 


Mrs. Katherine Huffer of Wil­ 
liamsport Route 1 entered Ber­ 
ger hospital Wednesday as a sur­ 
gical patient. 


Edward Heath of Circleville 
Route 1 entered Berger hospital 
where he will undergo Surgery. 
He was admitted T h u r s d a y 
morning. 


Mrs. Jesse Chaffin of Rush- 
town was discharged from Ber­ 
ger hospital Wednesday where 
she has been a medical patient. 


the Ohio Communist Party, told 
us the program was for British 
Labor unions to urge their gov­ 
ernment to sue for peace with 
Germany and let Soviet Russia 
mediate the terms. 
“ Johnson 
learned, 
however, 
that the London meeting was a 
flop. The Labor people didn’t at­ 
tend and the whole thing f e l l 
down.” 
The witness said that people 
present at the Columbus m eet­ 
ing whom he knew' to be Com­ 
munists included: 
Johnson, Steve Gratton, Col­ 
umbus 
party 
secretary; 
Ray 
Brown, 
Columbus 
organizer; 
Herb Reed of Springfield, party 
secretary, and his wife; 
J o e 
Bonzales, 
a 
member 
of 
the 
Springfield farm branch and his 
wife; Steve Troyan of Steuben­ 
ville, and Mrs. Chester L. Wil­ 
liams of Powell. 
Edmiston said another parley 
he and his wife attended w a s 
held in Cleveland at 5655 May­ 
field Road on Dec 21, 1940, to 
celebrate Stalin’s birthday 


church. Burial will be in adjoin­ 
ing cemetery under the direction 
of L. E. Hill Funeral Home of 
Kingston, 
Friends may call in the resi­ 
de nee after 10 a. nr.. Friday. 


INFANT PENCE 
A son born to Mr. and Mrs. 
Charles 
Pence of 
East 
High 
street at 10:31 p. m. Wednesday 
in Berger hospital died within a 
few minutes following birth. 


Army Indicates 
Second Draft 
Call Possible 


WASHINGTON 
July 13—The 
Army indicated today that un­ 
less the Korean 
war 
situation 
shows great improvement, a sec­ 
ond draft call 
will 
be 
issued 
about Oct. 1 for a much larger 


Dr. Heine will not be in his of­ 
fice Saturday, July 15th. 


_______ 
number of men than the 20,000 
He said they went to the home already ordered into uniform by 
of John H. Davis, former real 
time. 


Chester Pickelseimer of Wil­ 
liamsport Route 2 was released 
from Berger hospital Wednesday 
where he had been a medical 
patient. 


estate man and chairm an of the 
A Defense Department spokes- 
professional branch of the Col- m an said the official statem ent 
umbus party, who directed them , yesterday that “ present plans” 
tc the Virginia hotel. 


Mrs. Marion Corne 
and 
son 
were discharged 
from Berger 
hospital to their home on Laurel- 
ville Route 2. 


Man Waves Gun, 
(¡els Jail Term 


Released from Berger hospital 
Th/-?sday morning was George 
Helwagen of 127*2 East M a i n 
street who underwent a tonsil­ 
lectomy. 


Kathy Schaub, 7, daughter of 
Mr. and Mrs. George Schaub of 
356 East Main street w as d i g- 
charged from 
Berger hospital 
following a tonsillectomy. 


A New Holland man was fined 
$100 and costs and sentenced to 
six months in Pickaway County 
jail Wednesday in the court of 
Magistrate 
Oscar 
Root 
f o r 
threatening to kill a neighbor 
with a gun. 
Pete Seyfang, 43, of New Hol­ 
land, was arrested by Deputy 
Sheriff Carl Radcliff after the 
man reportedly had brandished 
a shotgun at G. E. Hecoax and 
another neighbor. 


did not contemplate further re­ 
sort to the draft had been “ mis­ 
interpreted." He said: 
“ The fact that there is no in­ 
tention at present doesn’t mean 
that a second call won’t be is­ 
sued. It 
just 
means 
that 
we 
haven’t formulated our plans." 
The spokesman added that un­ 
less voluntary enlistments show* 
a rapid increase a second induc­ 
tion order will be issued. 


Marines Loading 
Ships For Korea 


SAN DIEGO, Cal., July 
13— 
First Division Marines labored 
The affidavit was filed by He- at final loading chores today in 
Hoover Quits 
Politicai Race 


coax. 
sea 
and 
Vamlenberg Goes 


1 heir guest this week R o n n i e 
Bush, 
A tU ri» » — , 
.... 
evening, 
Mr. 
and 
Bogare, of Colum- 
s. Mary Bogard of 
w :th M :. and 
d an : c h i 1- 
* « g u e s t s , 


Saturday 
Mrs 
Arthur 
bui 
and Mrs. 
Mt Sterling vis 
Mis Austin B 
dr en and their 
Mrs. Lonnie Bateman and son et 
Dayton. 


New Citizens 


MISS DOW’DEN 
Mr. and Mrs, Leiand Dowden 
of 423 East Mound street are the 
parents of a daughter born at 
6:56 p, m. Wednesday in Berger 
h osp ital. 


Herbert Hoover, Columbus Re­ 
publican and a perennial unsuc­ 
cessful candidate 
for 
various 
state offices, Thursday withdrew 
his 
announced 
candidacy 
for 
governor as an independent in 
the coming November election. 
Hoover, 
a native 
of 
Pick­ 
away County who said a month 
ago that three mem bers of his 
family would fill as independ­ 
ents for state office, said he is 
acting “ out of my great regard 
for the Hepjublican Party.” 
He said also that his son, J.H, 
Hoover of Cleveland, 
and 
his 
nephew, H. L. Hoover of Cirele- 
ville, w'ill not file as independent 
candidates 
for 
treasurer 
and 
lieutenant-governor, 
respective­ 
ly. 


To Korean Front 


TOKYO, Juy 
13—Gen. 
Hoyt 
Vandenberg. Airforce 
c h i e f 
of 
staff, few to 
the 
Korean 
war 
front today 
and 
decorated 
a 
number of American airmen at 
a forward airfield. 
His flight followed a series of 
| conferences he attended immed- 
lately after he landed at Tokyo 
from Washington with Gen. J. 
Lawton Collins, Army chief of 
staff. 


preparation for their long 
voyage to join the 
Army 
Airforces in Korea 
The Leathernecks, spurred on 
by a surprise visit of their com­ 
mander, Gen. Cliforn B. Cates, 
hoisted aerial bombs, 
gasoline 
drums, jeeps, heavy guns 
and 
other weapons 
aboard 
h u g e 
Navy transports docked at San 
Diego and San Pedro harbors. 


COW S 
NORSKS 
DEAD STOCK 
................................................. »1.50 
............... 
81.50 
Collect *70 Cirelevtlla 
• m an Stuck Rem oved Prom ptly 


Circleville Fertilizer 
Dlv. 
*T Inland Products, tine. 


FIII.-SAT.-SUN. 
3-IIIT S -3 


N O W ! A N Y O N E C A N H A V E 
H O T W A T E R Q U I C K ! 


WE# “POCKET-SIZE” PORTABLE 
WATER HEATER COSTS 
LESS THAN $2.50 
On« 
ft 
iltd J(//~ to isttt 
. mtl 
M 
•T-W A 


T 


M w ly {'latto a J Ai 
W iler II*, a tur m a ri 
Piti* UitiO iMfnOWt 
HOT WATER gì 1« h 
t m UotMiig, i>< rubiamo *anL; g 
rudk aeparator* Hr, 
tu« .p.* i 
itig «i**i quanti ty. Componi « 
No Ita» to Lutiti oi b'.t » tu t to 
no rutuuns U|' and down «taira, 
no trota* PO • ■ 
! » * . * luti htiia, 
I >•«!<*>n* ve ! 
dira • otite Lriore untt/t 
S o m ooetr imm tkan 12 50. h o t m ix bj 
Hi 


T. J. U RTO N Cr SON 
211 H. MAIN 1ST. 


THE OHIO RANGERS 


From Lancaster 
J\ow Ploying 
Every Saturday INi^ht 


For Your Entertainment 
At 


S 
o X S 
X 


B A H A N D G R I L L 
E V E R Y O N E 
i n v i t e d ; 


LANA 
« WTHftCOlD».« *»»[> nclUM 


— PLUS H IT NO. 2— 


‘ • H 
o m 
l » » 
O 
n 
Panther 


I s l a 
n 
d 
" 


JU N GLE T H R ILLS! 


— H IT NO. 3— 


“ IN V IS IB L E 
M O N S T E R ” 


All 
Being 
Hopes Of Tax Cuts 
Buried By Congress 


Dorothy Adkins 
Named Head Of 


up 
(Continued from Page One) 
I oppose any hill which adds 
worse in Korea. Finance Com- j tu an overall revenue loss, 
mitteeman 
Byrd, 
(I)) 
Va., I 
The finance committee agreed 
said: 
informally to suspend action on 
“ In my opinion, things should 
pending bill, but Committee 
get considerably w o r s e before . 
°hio, doesn't 


Department 
I 


we ask for a tax increase.” 
But Byrd added that he will 


FBI Chieftain 
Says Anti-Red 
Program Crows 


think the businessmen who an­ 
ticipated excise cuts should be 
left dangling. He told reporters: 
“ It (the bill) is certainly in 
suspense right now. The 
com­ 
mittee, by next week, ought to 
definitely decide one way or the 
other.” 


WASHINGTON. July 13—FBI 
Chief J. E dgar Hoover said to­ 
day that expanding Communist 
underground activities have in­ 
creased the load of security and 
national defense 
investigations 
far beyond the wartime peak. 
Hoover declared that “ secur­ 
ity consciousness" on the part 
of U. S. Red leaders has promp- 


Yanks Stall 
Red Victory 


(Continued from Page One) 
they met 
little 
opposition 
to 
their giant raid north of the 38th 
Parallel boundary. 


THE AIRFORCE 
announced 
the first loss of one B-29 in the 
ted decentralization of the Am- ^ ° '® an w ar' 
The big bomber was shot down 
ad- 
erican Communist P arty ’s 
mimstrative machinery. 
The FBI director noted that 
many Communist a c t i v i t i e s 
which previously were conduc­ 
ted in the open have now been 
transferred “ to an 
u n d e r - 
ground apparatus.” 
Hoover pointed out significant 
ly that nearly 97 percent of all Japan during the last war. 
the persons brought to trial 
in 
The massive Superfort strike 
FBI cases during the last fiscal was loosed upon 
the 
enem v’s 
year were convicted. The bulk home territory as two Commu- 
of them pleaded guilty. 
nist armored divisions in South 
The report showed that 
FBI Korea paced a huge 
swinging- 
located 6,097 fugitives during the ■ door drive 
that 
thrust 
spear- 
12-month period compared with heads wdthin 44 miles of the ¡m- 
5,812 in the previous fiscal year. 
Hoover 
reported 
that 
total 
criminal convictions for the year 
were 8,921, a 
six 
percent 
in­ 
crease 
over 
the 
previous 
12 
months. Sentences imposed ag­ 
gregated 21,102 yoars, 
not 
in­ 
cluding four life terms. 
The report further 
indicated 
that FBI is stepping up its par­ 
ticipation in local police 
train­ 
ing schools—2,979 in fiscal 1950 
as against only 1,510 in the prev­ 
ious year. 
Many if these were specializ­ 
ed schools in firearms, 
traffic, 
fingerprinting, practical 
police 
problems and similar methods. 


MARKETS 


CASH quo’ations m ao . to u r m t r i tv 


C ream Regular 
.......................... 
Cream . P rem ium 
...................... 
Sffs 
............................ 
Butter. G rada A. w holes aia 


.40 
51 
.35 


eon.TR» 
Fries. 3 Ibv and up 
H eavy lien s 5 lbs. and up 
Light Hens 
Old R oosters .......................... 


.32 
.21 
,15 
.13 


port ant Kumchon junction on the 
railroad from Pusan to Taejon. 
The new 
enemy 
onslaught 
was evidently aimed at turn­ 
ing the east flank of American 
troops behind the Hum river 
harrier just north of vital Tae­ 
jon and thus pinning the U. S. 
advance forces against South 
Korea’s west 
coast 
fronting 
the Yellow Sea. 
The southward North Korean 
push from the C’hungju-Tanyang 
sector, northeast of the key Am- 
erican base of Taejon, 
scored 
smashing gams of 10 to 15 miles 
as it hurled two South Korean 
divisions into retreat. 
Simutaneously, 
the 
Pyong­ 
yang Communist radio claimed 
the Red invaders captured the 
east coast city of 
Utchin 
and 
are “ pressing southward.” 
If true, this indicates the Com­ 
munists have launched a wheel­ 
ing off* nsive along 
an 
8-mile 
front down the eastern side of 
South Korea, apparently aimed 
at folding up 
the 
entire 
right 
flank of the American troops in 
the west. 


CHICAGO LIVESTOCK 
HOGS- k.i.able 9,000 ; 25c higher; ea r­ 
ly top 25 25 highest sin ce Oct. 28. 1SH8; 
bulk 22 50-24 75; heavy 22-24 50 
m ed ­ 
ium 24 50-25 25 
light 
24 50-25 25; 
light 
lights 23 50-25. packing sow s 15 50 21 75. 
pigs 11 22. 
TATTLE 
salab le 
3.000. 
s t e a d y 
calves sa la b le- 500. steady; good 
and 
choice steers 29-32 common and m ed­ 
ium 24-29; yearlin gs 25-33; heifers 19 32; 
row s 17-25; bulls 17-26 50. calves 10-30; 
feeder steers 24-30; stocker steers 21 28; 
stocker cow* and h eifers 18-25 
S H E E P —salab le 500; stead y, m edium 
and chc lam bs 24-28; culls and com m on 
20-21 
yearlin gs 19-22; ew es 8-10 50. 


CIKCLEVII.LB 
CASH GRAIN P R IC E ! 
W'h*at ........ 
....................................... 
. 
1 r»8 
Soybeans 
......................... 
2 95 
White Com 
1 80 
Yellow Corn 
: 
..................................... 
1 49 


CHICAGO GRAIN 
Open 
WHEAT 
1 p.m . 


July 
........... 
2 23 ', 
2.231 « 
Sept................ 
............. 
2 25' ï 
2 26 
D ec............ .... 
........... 
2 281 * 
2 240, 
March 
......... 
2 29% 
CORN 
2 30 


July ............. 
1 555 « 
1 351 « 
Sept. 
........... ............... 
1 51 
1.51‘* 
D ec.................. ............... 
1 42®. 
1 43 
M arch ......... ........... 
1 45 '« 
OATS 
1 451, 


July 
........... ...........................79’» 
81 
Sept................ ...........................75’« 
.78®* 
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Also— “Rocket Busters 
Wotch Dote For “W A H O O ”— 
The Exciting New Screen Gome 


University of North Carolina 
has recently mode Miss D o r ­ 
othy 
C. 
Adkins 
head 
of 
its 
psychology 
department. 
Miss 
Adkins is the daughter of Mr. 
and Mrs. George H. Adkins of 
402 East Main street. 
Although the faculty of Uni­ 
versity of North Carolina h a s 
long been open to women and a 
woman, Miss Susan 
Akers, 
i s - 
dean of the 
school of 
library 
science, this is the first time in 
the school’s history that a wom­ 
an has been placed in command 
of an old line department. 
Miss Adkins has been teach­ 
ing in the university in Chapel 
Hill for two years. The teach­ 
ing personnel of the psychology 
department is made up of four 
full professors and five associate 
professors. 
^ 
Miss Adkins, who is a grad­ 
uate of Circleville high schf>ol, 
holds a PhD degree from Ohio 
State university. She is r e c o rd ­ 
ing secretary of A m e r i c a n 
Psychological 
Association 
and 
managing 
editor 
of 
“ Psycho- 
metrska” . 
in the Seoul 
area. 
The 
entire 
crew, of either 11 or 
12 
men, 
bailed out. 
The attack was 
directed 
by 
Maj. Gen. E m m ett (Rosey) O’­ 
Donnell, 43-year old chief of the 
new Far 
East 
bomber 
com­ 
mand, wfho personally 
led 
the 
first daylight B-29 bombing of 


Ko-Red Goa If 
A ‘Dunkirk* 


(Continued from Page One» 
the Far East for at least another 
two and one-half weeks. 
Mountain rfcnges 
confronting 
both Co msi umst armies, a r at­ 
tacks on their troops and suppl# 
lines and the fighting opp. sition 
of American and South Korean 
troops, may stop the 
invaders 
before they reach Ta»*gu* 
The spokesman said, however, 
that so far th<* Communists ap­ 
pear to have been operating un­ 
der a masterful strateg x plan 
that accounts f r ail difficulties, 
and that the possibility cannot 
be over. 
ked that t: e A ■ • r. afm 
stand w: 11 be made at P u s a n 
itself. 
In that case, all warships that 
could teach the scene n t i m e 
would b*' concentrated to h e l p 
defend the port. Re-depl yrr > nt 
of UN na bes is taking this long­ 
term possibility into account. 


ENDING TONIGHT 


BETTY H U TTO N 
H O W A R D KEEL 


— I n - 
rrANNIE GET 
YOUR GUN" 


UTCHIN LIES 80 
air 
miles 
east of Chungju and 125 
miles 
north of the vital supply port of 
Pusan on Korea’s southeast tip. 
Farther 
south 
on 
the 
east 
coast, the North Koreans were 
disc losod by an American field 
headquarters spokesman to have 
landed a full division amphibi­ 
ously along the enem y’s beach­ 
head on Wolpo Bay, despite shell 
bombardments by 
U. 
S. 
and 
British w’arships. 
Wolpo Bay. ten miles north of 
the coastal city of 
Pohang, 
is 
only 75 miles north of Pusan and 
43 miles east of Taegu, the big 
midway junction on the 
trunk 
railroad 
that 
runs 
northwest 
from Pusan to Taejon and be­ 
yond. 
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K O H K A N 
S W K V I ' S 
U H U H ) 
Newsmen And Envoy Both 
J 
On Spot In Questioning 


13—There 
; 
no 
cre- 
nnouncer’s 
at “ this is 
nrebearsed 
and 
gram ." 
raffe. there is so 
n still 
un- 
participa- 
am, “ Meet 


Btl. I 
rect 
i pr< 


B> INEZ KOBB 
INS Staff t r i t e r 


NEW YORK. 
Ji 
are cynics who 
pl 
dence in the radio 
blurb to the effect 
a completely 
spontaneous pr< 
But like the f 
such an anima 
settled bys, rn 
Hon in such 
The Press,” 
which 
unnerved 
his 
exec 
M. Chang, 
ambasss 
Republic of Korea t< 
States, and the 
p r e , 
lr a1 figure. 
If there had been even a five 
minute 
rehearsal 
period 
to 
warn his excellency of his or­ 
deal bv question. I ani sure Dr. 
(h a n g would have 
taken 
re- 


im rw n n n i'T “ 
uimimnimimitMUHitaiiuiUt 


fuge in a diplomatic faint for 
the next 30 minutes. 
I t ’s just possible that we news­ 
men. 
Glenn Neville, executive 
editor of the New York M irror; 
Cecil Brown, news c o m m entator 
of the Mutual Broadcasting Co.; 
Murray Davis of the New' York 
World-Telegram and 
Sun; 
and 
myself, might have 
done 
like­ 
wise. 
Not until we were on the 
air 
, did we realize to our mutual un- 
pktely h a ppmGSS< that no m atter what 
we asked Dr. Chang, it was—in 
the face of the present 
Korean 
situation—undiplomatic and 
put 
the good doctor squarely on the 
spot. 
Because every question we fir­ 
ed at Dr. Chang, a kind, intelli­ 
gent man. was designed to try to 
find out what flaws in American 
or Korean policy had led to the 
present debacle. 


John 
dor 
of the 
) the United 
g ra m ’s cen- 


Atlanta 


Kelly 
per ai id Mi 


rl Armentrout 
dday 
evening ! 
relatives ap- j 
ening to help 
cir 32nd wed- j 
After a pleas- j 
tversation. r e - ‘ 
served by’ the 
mentrout, as- 
s, Mrs. Joe 
Orihood and 
Cuba. T h e 
and M r s . 
Miss S u e 
ungfield. Mr. and 
ytt and grandsons. 
Homer Kelly, Mr. 
bert Armentrout, 
s. Marvin Orihood 
Mr. and Mrs. Joe 
ldren. Marilyn Tur- 
Dale Day. 


- 
— 
A tlanta 
■■ ■— 
Mary Vandergriff left Monday 
for a week’s vacation at the 
Church of Christ Su m m er Camp 
near Bainbridge. 
■....... Atlanta — — — 
Harvey Patterson underwent a 
nasal and tonsillectomy opera­ 
tion at Doctor'* hospital, in Col­ 
umbus, Wednesday morning. 
——— 
— Atlanta ........—...— 
Mr. and Mrs. Carl Bmns visit­ 
e d Tuesday evening 
with 
Mr. 
and Mrs. Joe Bush. 
— — — 
Atlanta - — ■ — 
Saturday guests of Mr. 
and 
Mrs. Austin 
Bogard 
anc 
chil­ 
dren were Mr. and M% 
Frank 
McCann and son Michael of Lon­ 
don, Mr. and Mrs Lonnie Bate­ 
m an and son of Dayton. Mrs. 
B atem an and son remained over 
for 
a 
week’s 
visit 
with 
the 
Bogards. 
........- - A tlan ta —— 
— 
Mrs Edith Keaton of Orient 
spent the weekend with Mr. and 
Mr. 
Ralph 
Keaton 
and 
chil­ 
dren. On Sunday she was a din­ 
ner guest of Mr. and Mrs. Ed 
Keaton. 
-——— — 
Atlanta— 
•— — 
Isaac 
Willis 
of 
Washington 
C. H , spent the weekend with 
Mr. and Mrs. Charles W. Mills. 
Additional Saturday evening sup­ 
per guests were Mr. and Mrs. 
George Rockwell and Mr, and 
Mrs. Bert Rockwell and sons of 
Springfield. 
■- ...... A tlan ta ------------------ 
Mrs. J a m e s Crider is visiting 
this w eek with r e l a t i v e s at 
Greenup, Ky. 
— 
A tla n ta — 
— -— * 
J. F. Patton of Jeffersonville 
visited Sunday a f te m o n w i t h 
Mr. and Mrs, E arl Ar m enu .-ut 
and family. 
———— — 
Atlanta 
—.......—. 
Dr. and Mrs. J, T. French of 
Dayton spent Friday with 
Mr, 
and Mrs 
C. P. Clements a n d 
son John W. Clements. 
——— —— 
A tla n ta 
——......... 
Mrs. 
William 
Skinner. 
Mrs. 
b and daughter Ret­ 
y p e d in Chillicothe 
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DR. CHANG, as 
a 
diplomat, 
could not afford to be put in the 
position either of criticizing 
his 
or our government. 
So the 
painfully 
unrehearsed 
hedging began on the am bassa- • 
dor’s part and equally painful at­ 
tempt on our pa it to get at some 
of the cause. 
It wras obvious, as the p ro g ra m i 
progressed, that Dr Chang's in­ 
nocent admission that he 
had 
seen President 
T r u m a n 
six 
months before the North Korean 
invasion of South Korea and had 
warned him that such an attack 
was imminent, horrified the a m ­ 
bassador and caused him 
deep 
distress. 
“ President T ru m an has done a 
wonderful thing for us. He 
has 
been our best friend." Dr. Chang 
kept repeating as we pressed to 
learn 
what 
President T ru m a n 
had done 
in 
response 
to 
Dr. 
Chang’s warning and why—with 
six months to prepare for such 
an attack—nothing, 
obviously, 
was done to bolster Korean a rm s 
or forces. 
It must 
also 
have 
b e e n 
equally obvious that we A m e r­ 
ican newsmen were at least so 
much if not more disturbed by 
the 
ease 
with 
which 
South 
Korean forces were overrun in 
the first days of fighting. 
But. as a diplomat. Dr. Chang 
I could no more 
admit 
the 
one 
charge than the other. The am- 
' bassador 
tactfully 
said t h a t 
Koreans were as much surprised 
by the suddenness cf the attack 
as Americans, and no rob re pre­ 
pared by their own intelligence 
we by ours, 
ded 
proudly that 
any 
>f South Korean cow ard- 
unsubstantiated. 
Men 
idequate 
arm s 
cannot 
cs, he declared. 
When 
I occupation forces pull- 
Korea, the equipment 
I 
behind 
included 
no 
n a m e n t or tanks, to the 
io r’s knowledge, 
ang ca m e prepared 
to 
nly one 
question: 
Ob- 
le was expecting some 
n the reports that 
the 
> r e a n government of 
it Svngman Rhee is not 
with the people. 
THE am bassador stoutly 
i statement, 
v and 
eru­ 
ed such re- 
Com man: st 


d that if 
the field 
bv 
ion 
Russian 
rear are re- 


ONE MINUTE P U L P IT 
A good w orkm an 
knows 
his 
tools, and how to handle them. 
He puts in a full day of labor 
and strives for perfection. This 
is a good rule for ministers or 
for 
carpenters 
or 
housewives. 
Study to show th>self approved 
unto God, a workman that need- 
eth not to be asham ed, rightly 
dividing 
the word of truth.—2 
Tim. 2:15. 
,, 
* 
* 
+ 


Charles Morrison, 19, of Ash­ 
ville, forfeited $10 bond Wednes­ 
day w’hen he failed to answ er an 
accusation in m a y o r ’s court for I 
failure to yield the right of way. 
He was arrested by Police Chief 
William F. McCrady and Officer ; 
Turney Ross following an acci­ 
dent at Franklin and Washington 
streets 
• 
• 
<* 
Pickaway 
County 
Engineer 
Henry McCrady and Deputy E n ­ 
gineer Fran k B aum returned to j 
their duties Thursday following 
the annual S u m m e r meeting of 
the Southern Ohio Chapter 
of 
Professional 
Engineers, 
held 
Wednesday at Lake White. Mc­ 
Crady is sec retary-treasurer 
to 
the organization. 
• 
* 
• 


Dr. P. U. Routxahn will be out 
of town from Saturday July 15 
until August 1st. 
—ad. 
• 
+ 
* 


Circleville’s t o w n s h i p ire 
truck was called at about 12:30 
p. rn. Wednesday to extinguish a 
rubbish fire behind F r a z i e r ’s fill­ 
ing station on Route 23, 
j u s t 
north of Circleville. No d a m a g e 
was reported.i t # 


.Mrs. 
Virgil 
Hanley 
of 
563 
North Pickaway street 
entered 
B erger hospital Thursday m o r n - 1 
ing where she is a surgical p a ­ 
tient. 
• 
• 
• 


You will find a good selection 
of Reconditioned Refrigerators, 
Ranges and Washers at Boyd's, 
—ad. j 
• 
* 
• 


Mrs. Nellie Kohl of 130 North 
Pickaway street entered Berger 
hospital for surgery Wednesday. 
• 
• 
• 


Mrs. Katherine Huller of Wil­ 
liamsport Route I entered B e r - , 
ger hospital Wednesday as a sur- j 
gical patient. 
• 
• 
• 
Edward Heath of Circleville 
Route I entered Berger hospital 
where he will undergo Surgery. 
He was admitted T h u r s d a y 
morning. 
• 
• 
• 


Mrs. Jesse Chaffin 
of Rtish- 
town was discharged from Ber­ 
ger hospital 
Wednesday where 
she has been a medical patient. 
• 
a 
a 


Dr. Heine will not he in his of­ 
fice Saturday, July 15th. 
• 
• 
* 


Chester PickeKeimer of Wil­ 
liamsport Route 2 w’as released 
from Berger hospital Wednesday 
where he had been a medical 
patient. 
a 
a 
a 


Mrs. Marion Come 
and 
son 
were discharged 
from 
Berger 
hospital to their home on Laurel­ 
ville Route 2. 
a 
a 
a 
Released from Berger hospital 
Thursday morning was George 
Helwagen of 1274 East M a i n 
street who underwent a tonsil­ 
lectomy. 
• 
• 
• 


Kathy Srhaub, 7, daughter of 
Mr. and Mrs. George Schaub of 
356 E ast Main street was d i s- 
eharged 
from 
Berger hospital 
following a tonsillectomy. 


Reds Told 
Push Sale 
Of Book 


(Continued from Page One) 
worker; 
John Williamson 
of 
Cleveland, party secretary; 
Andrew H. Onda of Cleveland, 
| assistant 
secretary; 
J o s e p h 
Brandt, who succeeded Onda; a 
Mr. Ford of Canton, who ran for 
governor of Ohio on the C o m m u ­ 
nist Ticket in 1936; 
Alexander 
Trachtenberg, formerly of New 
York who recently has been ac­ 
tive in the California party; Ben 
Adkins of Akron, candidate 
for 
lieutenant-governor in 
1940 
on 
the Communist ticket; F r a n k 
Davidow, 
Cleveland organizer; 
Lowell Watson, s fate president 
of the Ohio Workers Alliance. 
Edmiston said the Columbus 
meeting was held in the taproom 
in the basem ent of the Virginia 
hotel and had been booked as a 
s a le s m a n ’s meeting. 
He said he and his wife w’ere 
driven to Columbus by Robert 
Gunkle. Cincinnati party secre­ 
tary at the time, in a new’ Chev­ 
rolet which Gunkle said the p a r­ 
ty had purchased for him. 
* 
• 
• 


THE COLUMBUS meeting, he 
said, was to receive a report on 
a conference being held in Lon­ 
don the sa m e day—Jan. 12. 1941 
—at which Communists hoped to 
get 
British 
Labor 
leaders 
to 
m a k e a plea for peace. 
Edmiston explained: 
“ Arnold Johnson, secretary of 
the Ohio Communist Party, told 
us the program was for British 
Labor unions to urge their gov­ 
e rn m en t to sue for peace with 
G e rm a n y and let Soviet Russia 
m ediate the terms. 
“ Johnson 
learned, 
however, 
that the London meeting was a 
flop. The Labor people didn’t at­ 
tend and the whole thing f e l l 
dow'n.” 
The witness said that people 
present at the Columbus m e e t­ 
ing w'hom he knew to be Com­ 
m unists included: 
Johnson, Steve Gratton, 
Col­ 
um bus 
party 
se cretary ; 
Ray 
Brown, 
Columbus 
organizer; 
Herb Reed of Springfield, party 
secretary, and his 
wife; 
J o e 
Bonzales. 
a 
m e m b e r 
of 
the 
Springfield f a rm branch and his 
w’ife; Steve Trovan of Steuben­ 
ville, and Mrs. Chester L. Wil­ 
liams of Powell. 
Edmiston said another parley 
he and his wife attended w a s 
held in Cleveland at 5655 May­ 
field Road on Dec 
21, 1940, to 
celebrate Stalin’s birthday. 
He said they went to the home 
of John H. Davis, former real 
estate man and c hairm an of the 
professional branch of the Col­ 
um bus party, who directed them 
tc the Virginia hotel. 


DEATHS 


a n d 
F l i n e r o b 


MRS. JAMES A. SHEA 
Mrs. Mary E. Shea, 91, widow 
if Ja m e s A. Shea die oWe-ddsnee 
of Ja m e s A. Shea died Wednes- 
d i y night in her home 
at 
494 
E a st Main street after a lengthy 
| illness. 
I 
Her parents were Patrick and 
! M argaret 
Lennon, 
natives 
of 
Ireland. 
Her 
entire 
life 
was 
spent in Circleville. 
Surviving are a 
s o n , 
t w o 
daughters, all of the home, two 
j grandchildren, a 
great 
g rand­ 
child; a sister, Miss Anna Len­ 
non, also of the residence. 
Requiem high m ass 
will 
be 
celebiated in St. Jo sep h ’s Catho­ 
lic church at 9 a. rn. Saturday 
with burial in St. Jo se p h’s c e m ­ 
etery. 
, 
Friends m ay call in the resi- 
: dence F iday. 


All Hopes Of Tax Cuts 
Being Buried By Congress 


MKS. JOHN VORHEES 
Mrs. Lidia Chilcote 
Vorhees, 
j 71, died unexpectedly in her resi­ 
dence on Big 
Pine 
road 
n ear 
Laurel die at 9 30 p. rn. Wed­ 
nesday 
Born in Laurel T o w n s h i p . 
Hocking County, she was 
t h e 
daughter of Sealthial and Mary 
Snider Chilcote. 
Surviving are beside the hus­ 
band, John Vorhees of the home. 
a daughter. Mrs. Nellie Culp of 
Logan Route 2; and four sons. 
Der. Vorhees of 
Laurel V i l l e 
Route 2; 
G rover 
Vorhees 
of 
I South Bloomingsville; Roy and 
Marvin Vorhees of Logan Route 
2; IT grandchildren and 20 great 
1 grandchildren. 
Services will be held at 2 p.m. 
Sunday in Pine Grove Methodist 
i church. Burial will be in adjoin­ 
ing cemetery under the direction 
of L. E. Hill Funeral Home of 
Kingston. 
Friends m ay call in the resi­ 
dence after IO a. rn. Friday. 


INFANT P E N C E 
A son born to Mr. and Mrs. 
Charles 
Pence of 
E ast 
High 
street at 10:31 p. rn. Wednesday 
in Berger hospital died within a 
few minutes following birth. 


adcast, 
e pres- 
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• ry ii card ct 
MISS DOWDEN 
" th Mr. and 
Mr. and Mrs. Leland Dowden 
rd and c h i l - of 423 East Mound street are the 
use g u e s t s , ! parent* of a daughter born 
at 
.an and son oi 8:56 p. rn. Wednesday in Berger 
j hospital. 


Hoover inuits 
Political Hare 


Herbert Hoover, Columbus Re­ 
publican and a perennial unsuc­ 
cessful candidate 
for 
various 
state offices, Thursday withdrew 
his 
announced 
candidacy 
for 
governor as an independent 
in 
the coming November election. 
Hoover, 
a native 
of 
Pick­ 
away County who said a month 
ago that three m e m b e rs of his 
family would file as 
independ­ 
ents for state office, said he is 
, acting “ out of my great regard 
for the RepjubUcan Pa rty .” 
He said also that his son. J H, 
Hoover of Cleveland, 
and 
his 
nephew, H. L. Hoover of Circle­ 
ville, will not file as independent 
candidates 
for 
treasurer 
and 
lieutenant-governor, 
respective­ 
ly. 


Man Waves Clin, 
Ccts Jail Term 


A New Holland m an was fined 
$100 and costs and sentenced to 
six months in Pickaway County 
jail Wednesday in the court of 
Magistrate 
Oscar 
Root 
f o r 
threatening to 
kill 
a neighbor 
with a gun. 
Pete Seyfang, 43, of New Hol­ 
land, was arrested by Deputy 
Sheriff Carl Radcliff after the 
m an reportedly had brandished 
a shotgun at G. E. Hecoax and 
another neighbor. 
The affidavit was filed by He­ 
coax. 


Vandenberg Goes 
To Korean Front 


TOKYO, Juy 
13—Gen. 
Hoyt 
Vandenberg. Airforce 
chief 
of 
staff, few to 
the 
Korean 
war 
front today 
and 
decorated 
a 
n u m b e r of American airmen at 
a forward airfield. 
His flight followed a series of 
conferences he attended im m e d ­ 
iately after he landed at Tokyo 
from Washington with 
Gen. J. 
Lawton Collins, A rm y chief of 
staff. 
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B A H A N D G R I L L 
E V E R Y O N E I N V I T E R ! 


(Continued from Page One) 
worse in Korea. Finance Com­ 
mitteeman 
Byrd. 
(D) 
Va., 
sa id : 
“ In my opinion, things should 
get considerably w o r s e before 
we ask for a tax increase.” 
But Byrd added that he will 


Army Indicates 
Second Draft 
Call Possible 


WASHINGTON 
Ju ly 13—The 
A rm y indicated today that 
un­ 
less the Korean 
w ar 
situation 
shows great improvement, a sec­ 
ond draft call 
will 
tie 
issued 
about Oct. I for a much larger 
n u m b e r of m en than the 20.000 
already ordered into uniform by 
that time. 
A Defense D ep a rtm e n t spokes­ 
m a n said the official statem ent 
yesterday that “ present plans” 
did not contemplate further r e ­ 
sort to the draft had been “ m is­ 
interpreted.” He said: 
“ The fact that there is no in­ 
tention at present doesn't m ean 
that a second call won’t be is­ 
sued. It 
just 
m e a n s 
that 
we 
h a v e n ’t formulated our plans.” 
The spokesman added that un­ 
less voluntary enlistments show 
a rapid increase a second induc­ 
tion order will be issued. 


Marines Loading 
Ships For Korea 


SAN DIEGO, Cal , July 
13— 
F irst Division Marines labored 
at final loading chores today in 
preparation for their 
long 
sea 
voyage to join the 
Army 
and 
Airforces in Korea 
The Leathernecks, spurred on 
by a surprise visit of their com- 
inlander, Gen. Cliforn B Cates, 
hoisted aerial bombs, 
gasoline 
drum s, jeeps, heavy guns 
and 
other weapons 
aboard 
h u g e 
Navy transports docked at San 
Diego and San Pedro harbors. 


I BI Chiel tain 
Says Anli-Red 
Program Grows 


WASHINGTON, July 13—FBI 
Chief J. E d g a r Hoover said to- 
day that expanding C o m m u n i s t, 
underground activities have in­ 
creased the load of security and I 
national defense 
investigations 
far beyond the w a rtim e peak. 
Hoover declared that “ secur­ 
ity consciousness” on the part 
of U. S. Red leaders has promp. 
ted decentralization of the Am­ 
erican Communist P a r t y ’s 
ad- j 
m inistrative machinery. 
The FBI director noted that 
many Communist a c t i v i t i e s 
which previously were conduc­ 
ted in the open have now been 
transferred “ to an 
u n d e r - 
ground apparatus.” 
Hoover pointed out significant­ 
ly that nearly 97 percent of all 
the persons brought to trial 
in 
FBI cases during the last fiscal 
y e a r were convicted. The hulk 
of th em pleaded guilty. 
The report showed that 
FBI 
located 6,097 fugitives during the 
12-month period c o m p a re d with 
5,812 in the previous fiscal year. 
Hoover 
reported 
that 
total 
crim inal convictions f o r the year 
were 8.921, a 
six 
percent 
in­ 
crease 
over 
the 
previous 
12 
months. Sentences imposed ag­ 
gregated 21,102 years, 
not 
in­ 
cluding four life terms. 
The report further 
indicated 
that FBI is stepping up its p a r­ 
ticipation in local police 
train­ 
ing schools—2.979 in fiscal 1950 
as against only 1,510 in the prev­ 
ious year. 
Many »f these were specializ­ 
ed schools in firearm s, 
traffic, 
fingerprinting, practical 
police 
problems and similar methods. 


oppose any bill which adds up 
to an overall revenue loss. 
The finance committee agreed 
informally to suspend action on 
the pending hill, but Committee 
M e m b e r Taft, (R) Ohio, doesn’t 
think the businessmen who an ­ 
ticipated excise cuts should be 
left dangling. He told reporters: 
“ It (the bill) is certainly in 
suspense right now. The 
com­ 
mittee, by next week, ought to 
definitely decide one way or the 
o th e r.” 


Yanks Stall 
Red Victory 


(Continued from Page One) 
they m et 
little 
opposition 
to 
th eir giant raid north of the 38th 
Parallel boundary. 


THE AIRFORCE 
announced 
the first loss of one B-29 in the 
K o rean war. 
The big bomber was shot down 
in the Seoul 
area. 
The 
entire 
crew, of either l l or 
12 
men, 
bailed out. 
The attack was 
directed 
by 
Maj. Gen. E m m e t t (Rosey) O '­ 
Donnell. 43-vear old chief of the 
new F a r 
East 
bomber 
co m ­ 
m and , who personally 
led 
the 
first daylight B-29 
bombing 
of 
J a p a n during the last war. 
The massive Superfort strike 
enem y § 


MARKETS 


CASH quo'ations m ao* ie (arm er* t 
'♦r-Irvine 
C re a m 
Regular 
......................... 
4# 
C re a m 
P re m iu m .................... 
.f4 
E g g s 
. . . . 
-35 
Butter. 
G ra d e A. w holesale 
*4 


eof (CT** 
Fries. 3 lbs. aud up 
H eavy Hen* 5 lbs. an d up 
L ight H ens 
.................. 
Old R o o s te r * ............... 


72 
21 
.13 
.13 


CHICA GO LIV E STO C K 
H O G S—sa lab le 9,000; 25r h ig h er, e a r ­ 
ly top 23 23 h ighest ainee O ct 
28, 1948; 
bulk 22 50-24 73; h eav y 22 24 Sh 
m e d ­ 
ium 24 30-25 25 
light 
24 50-25 25. 
tight 
light* 23 30-23. p ack in g sow* IS 30 21 75. 
pigs ll 22 
C A T T L E 
sa lab le 
3 000, 
s t e a d y : 
c alv es sa lab le— SOO. s te a d y ; good 
and 
choice steer* 29 32 
com m on and m ed ­ 
ium 24 29 y e a rlin g s 28-33, h e ife rs IO 32; 
cow s 17 25 
bulls 17-28 50 
c alv es 19 30; 
fe e d e r ste e rs 24-30, sto c k e r st# era 21 28; 
sto c k e r cow s and heifer* 18-25, 
S H E E P 
sa la b le SUO 
stead y 
m edium 
and che lam b s 24-28 
culls an d com m on 
20 24. y earlin g s 19 22; ew es 8 10 50. 


C IK C L E V ll LF 
CA SB G R A IN I R K 1.8 
W'neat ................................... 
S oybeans 
..................... ..................... 
W hite C orn 
. . . . . . . . . . . . . . . . . . . . 
Y ellow Corn 
....................... 


1 98 
2 95 
I 80 
I 49 


CHI CAGO G R A I N 


Ju lv 
. . . 


O pen 
W HEAT 
............... 
2 23*4 


I p rn. 


2 23% 
Sept 
........... 
2 2511 
2 28 
D ec 
, , . 
2 281 a 
2 28% 
M arch 
.. ............. 
2 29% 
2 30 


Ju lv 
CORN 
............... 
155*4 
I 35% 
Sept. 
. . . . . . 
LSI 
I 51% 
D ec. 
I 42*# 
I 43 
M arch .. 
145*. 
I 45% 


Ju ly 
. . . . 
OATS 
.............. 
.79’ , 
SI 
Sept. 
.. 
............................... 73% 
78% 
Dec 
...............................77% 
.78 
M arch .. 
...............................77% 
.77*« 


Ju lv 
SOYB E A N S 
3 19 
3 28 
S ept 
................... 
2 48 
2 47% 
S o v. 
............... 
2 48 
2 49% 
M arch 
. . . . . . . 
2 31 
2 52 


was loosed upon 
th 
hom e territory as two C o m m u ­ 
nist a rm o re d divisions in South 
Korea paced a huge 
swmging- 
door drive 
that 
thrust 
sp ear­ 
heads within 44 miles of the im ­ 
portant Kumchon junction on the 
railroad from Pusan to Taejon. 
The new 
enemy 
onslaught 
was evidently aimed at turn­ 
ing the east flank of American 
troops behind the Hum river 
barrier Ju*t north of vital Tae. 
Jon and thus pinning the C. S. 
advance forces against South 
Korea's west 
coast 
fronting 
the Yellow Sea. 
The southward North Korean 
push from the Chungju-Tanyang 
sector, northeast of the key A m ­ 
erican base of 
Taejon, 
acored 


set ash in g gains of IO to 15 miles 
as it hurled two South Korean 
divisions into retreat. 
Simutaneousiy, 
the 
Pyong­ 
yang Communist radio claimed 
the Red invaders captured the 
e a st coast city of 
Utchin 
and 
are “ pressing southward." 
If true, this indicates the C om ­ 
m u n ists have launched a wheel­ 
ing offensive along 
an 
8-mile 
front down the eastern side of 
South Korea, apparently aimed 
at folding up 
the 
entire 
right 
flank of the A merican troops in 
the west. 
• 
• 
• 


CTC HIN M ES 80 
air 
miles 
east of Chungju and 125 
miles 
north of the vital supply port of 
Pusan on Korea's southeast tip. 
F a r t h e r 
south 
on 
the 
east 
coast, the North Koreans were 
disclosed by an American field 
h e a d q u a rte rs spokesman to have 
landed a full division amphibi­ 
ously along the e n e m y ’s beach­ 
head on Wolpo Bay, despite shell 
b o m b a rd m e n ts by 
U. 
S. 
and 
British warships. 
Wolpo Bay, ten miles north of 
the coastal city of 
Pohang, 
is 
only 75 miles north of Pusan and 
43 miles east of Taegu, the big 
m idw ay junction on the 
trunk 
railroad 
that 
runs 
northwest 
from P u sa n to Taejon and be­ 
yond. 


Naturally . • • Healthfully 
Air ( auditioned 


CRUM 


srtx rsw a J fie o ff fir. i2 c ast 
2 SHOWS NIGHTLY Mo*MV 
Bo* Office Opens 7 :3 0 P. M. 
MOVIES ARE YOCK BEST BET f irst ^ o w Starts 8:15 P. M. 


Now-Fri.-Sat. 


E w e Pony Ride 
for Children 
Ender 12 


TONITE - FRIDAY 


Dorothy Adkins 
Named Head Of 
Department 


University of North Carolina 
has recently m ade Miss D o r ­ 
othy 
C. 
Adkins 
head 
of 
its 
psychology 
d epartm ent. 
Miss 
Adkins is the daughter of Mr. 
and Mrs. George H. Adkins of 
402 East Main street. 
Although the faculty of Uni­ 
versity of North Carolina h a s 
long bern open to women and a 
woman, Miss Susan 
Akers, 
i s * 
dean of the 
school of 
library 
science, this is the first time in 
the school’s history that a wom­ 
an has been placed in c o m m and 
of an old line departm ent. 
Miss Adkins has been teach­ 
ing in the university in Chapel 
Hill for two years. The teach­ 
ing personnel of the psychology 
d ep artm en t is m ade up of four 
full professors and five associate 
professors. 
^ 
Miss Adkins, who is a grad­ 
uate of Circleville high school, 
holds a PhD degree from Ohio 
State university. She is record­ 
ing secretary of A m e r i c a n 
Psychological 
Association 
and 
m anaging 
editor 
of 
“ Psycho- 
m e trik a ” . 


Ko-Bed Goa lf 
A ’Dunkirk' 


(Continued from Page One* 
the F a r E ast for at least another 
two and one-half weeks. 
Mounta n range.- 
confronting 
both Communist armies, air at­ 
tacks on their troops and supp, W 
lines and the lighting opposition 
of American and South Korean 
troops, m ay stop the 
invaders 
before they reac h Ta#*g i. 
The spokesm an said, however, 
that so far th#* Communists a p ­ 
pear to have been operating un­ 
der a m asterful strategic plan 
that accounts for all difficulties, 
and that the possibility 
cannot 
be overlooked that the Am 
stand will be m ade at P 
itself 


0 
i n 


In that case, ail w ii 
it 
could teach the scene ,n t i m e 
would be concentrated to h e l p 
defend the port. Re-deployment 
of UN navies is taking this long­ 
term possibility into account. 


ENDING TONIGHT 


BETTY HUTTON 
HO W ARD KEEL 


"ANNIE* get 
YOUR GUN" 


THE SHOW PLACE 


Circleville.© 


—OF PH KAW AV ('OI NXY 
Fri.— 
Sa t. 


2— -SMASH HITS-— 2 
WANTED! ll 
GUN* MAD RINGO ! 
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WflLIAM EUiQTT 
ADMAN IOO IU 
A 
IffUAUC 
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TURNER 
UNA 
« »o«o-«hpw t» «mre» wc!«t 


PLUS H IT NO. 2— 
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n 
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r 
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JUNGLE TH RILLS! 


__HIT NO. 3— 
"IN V IS IB L E 
M O N ST ER” 


DOROTHY PATVCT 
RODER! ROCKWELL 
MISS LYDON 
ROBERT AUCTIONS 
COMING SATURDAY 


—HIT NO. 2— 


'-ii~r 
riniiwir~~ ii 


Plus Chopter 4 of Serial 


Watch Date For “W AH O O ”— - 
The Exciting New Screen Game 


NEXT SUNDAY 


GARY COOPER 
LAUREN BACALL 
— in — 
"BRIGHT LEAF" 
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Save Mow On 
ELECTRIC 
SQS9 • 
8-IN. FANS . . . . W 
| 


E xtra powerful, m otor driven, 1 
N O T vibrator fans. Tip-proof, & 
adjustable base. 


Extension, Ventilating 


WINDOW 
$ 
F A N S ......................... 


Cory Coffee Maker 
6 
19 
COMPLETE 
WITH STOVE 
SA992 


Regular $ 4 .98 Value 


RUGS, 6’x9’ . . . . $ 0 37 
ENAMELED 
* 


9x12 f e e t ...................... $ 3 .9 9 
F its any w i n d o w 22 to 32 
3 A $5.80 value at a w onderfully 
Bright, 
cheerful. W aterproof, 
inches. E asily moved from one 
M low sale price while lots last. 
stainproof, easy to clean. Long- 
room to another. 8 ” blades. 
i 7-cup Cory w ith glass filterer. : lasting strong “felt base. 


: SQUARE 
I MASONS . . 
A tla s Dor.. Q u a r ts.. . . 7 9 c 


%'/ 
¡\/I 'Ct^.V S iX 
/< t N 


Im proved! Extension 
I WINDOW 
C fic 
I SCREENS 
O v 
18x88”, 73c; 24x38”, 95c; 
24x37”, $1.05 


Service for 4 in Colorful 


PLATONITE 
$198 
D ISH ES 
1 
32-pc. Service for 6 $3.98. In 


v w V 


5-Piece Sarchisele 


PICNIC 
S 1 E 9 5 
SETS 
15 


W ith A tlas “S e a l-A ir lids or § 
m 
¿2-pc. Service for 6 $3.98. In 
* clam ped into easy sliding m etal r assorted sparkling colors. Cups, | Reg. $19.95. Seats up to 6 p e o 
j: ciam pea into easy suaing m eiai g .ia iirpr^ 
nintM 
.w ra !« 
nir> 
Pirm iv 
nin« 
Mason Zinc Caps as desired. 
s? - fram es 
saucers, plates, cereals, sugar 
and cream er. 
pie. Firm ly bolted sm ooth pine, 
fab le 72x27x28 inches. 


A GOOD 
TO B U Y : 
ÚOOD yp L A C B TO B U Y /* 


m 
v T 
7 
29 
3 5 ” Metal Body 
COASTER 
$ 
WAGONS ............. 
10x1 *4-Inch. B a l l o o n Tires, v 
Congo B earings, sturdily made. % 
Junior W agon, 30x13', j . .$ 5 .4 9 
Tiny Tot W agon................$ 1 .9 8 
• 
M 
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FEAR 


Ÿ /u A /% y f Xp£¿>- 


Down 


Delivers Your Purchase 


Of Many Items. 
(A Few Exceptions) 


m 
s * . ? 
a 
t 
a * 


1 


Per Week 
Paid Monthly 


C&F Penny Club Way and 
Enjoy the Things You Need NOW! 
Tïitcei REDUCED & ¿»g 
PotiUMêê 


HURRY in to YOUR NEAREST C&F Store for YOUR SHARE of These EXTRA GOOD SAVINGS 


N Si * 


So Com fortable! 
SUNG SEAT 
S 
C H AIR S ................... r 


SAVE S50.00 ON TELEVISION 


W hile Lots L ast! 
P Com fortable canvas beach or 
§* lawn chairs w ith 3 position ad- 
justable back. 
mmmsmmm 
• / 


Our $189.95 


TELE-KING 


W ith Big 


12»/2-Inch 


Black Tube 


$12.95 l al. H hite Lots ImsI 


PLAY 
POOLS ................ 


Backyard Beach 
$ 


* Q 95 si 36x42” 
V 
» SAND BOX 


W hile $ 
Lot« 
L ast 8 


9 5 ? 139 


F lu Mr 
YMtnl Tat 


95 


Roomy 
Kim for v ou n rv'.T .u n hot dayi, i G ii, 
5tr¡ ^ 
, 
44x44. 1 -¡neh pool of khaki and p 
, 
rr-«>n w aterproof m aterial over f 3€x42-inch box on legs, rr.etal 
H bottom . 
W ood seats! 
fram e, 


r 


Fam ous N ationally Known T ele-K ing that ranks as one of the 10 
top production sets to d a y . Brand new, w ith all the latest features, 
in wood case. FREE DEM O NSTRATIO N in your own home. 


Almost unbelievable! At our regular price these 3-piece sets a re 
bargains, now at $11.47 they are extraordinary. 
Hand m ade of 
weather resisting, non-rot Florida cypress. L ight in w eight but 
strone! Hurry, these w ill sell FAST, 


Refrigerator 
| 


SET 
! 


1C 
69 


3 piece« of clear p’.asUc % *ss 
with 
red 
lid* 
Pint» , 
y y 
13c. Quarta 32c. 


KITCHEN 
GREASE SET 
89' 


5” Aluminum Grease 
j i r 
w i t h 
i n s i d e 
strainer. Plus Sait and 
Peppers. 


x y x ' C h y / / 


- 
' 
W 
2 
4 


, 
^ - a,1 .f 


FRUIT 
PRESS 
79 


Rest 98e cone shaped 
Rust proof stand and 
wood pestle. 


Uu.' 'r r ~ " — r — 


Ml 
it 
' / / y 
W h ittlin g 


TEA 
K ETTLE 


e 


mmmmszzmzit*.: 


Reg. $1.29 
DISH 
PAN 


ic 
98 


59 


POTATO 


RICERS 
45° 


Guaranteed alurr.'nurn, 
steel h a n d l e . 2 Qt. 
size. 


a w r v 
w 
msmrnmmimmm • tzmmcM 
PARING 


m 
- 


98c Value! W hite lac­ 
quered 
m eU l in 
red 
and Green rose design. 


STRAINER 
PANS 


ic 
79 


94c VslM . 
3-Qt. alu* 
, n\ 
mium kettle. 
Peri<>r* 
ated top fôr straining 


Heavy 
white 
enamel 
D lshm aater." 124x17 
inches. 


3 QUART 


C0LLAN3ER 


ic 


All-s t e e 1 construction. L ight­ 
w eight, easy to carry. U se as 
picnic 
basket 
to 
carry 
tood, 
dishes. 
B ottom used as oven. 


PIC-NIC 


LUNCH KIT 


SS59 
‘4 ! 


Reg 
5 95 
V e I o n 
i! > v _ plastic case and metal 
v \ x lunch box. 
Soac* 1 or 
* vacuum bottles. 


Strong, durable woven splints. 
18x12x10 inches, w ith 
folding 
handles. 
Hinged lid. 


•:................. § 
' 
v" m% 


All-Metal 
VEGETABLE 
BIN 
Sd 19 
1 


W hite enam el 20 \1 5 -t 
inches. Slightly irreg­ 
ular. 


49 


Aluminum 
Fine f o r 
canning 
and 
rinsing 
vegetables. 
tmm *mnm 


Quickly presses tom a­ 
toes 
grapes, etc. Or 
mashes potatoes. 


KNIVES 
59‘ 


De Luxe quality razor 
concaved, high carbon 
steel. 


... 
itftW 
e e. ‘ c 


■ 
* « 90 w 4 « * r 


wmmmm 
HALL 


LIGHT 


$165 


i 


1 


II 


E x tra c a p a c ity , 
S TEEL 
UTILITY 
CABINETS 
W 1 1 h Storage 
s p a c e on the 
s t r e a m l i ned 
doors 


Colonia! 
brass holder 
for hail ceilings 
Bub­ 
ble glass shade. 
mm* 


SPRINKLING 


GALV. CANS 
T 8 


Large 12 qt. size of 
f ahanlzed iron. Strong 
undies. 


IN: M9BMMM8MM81 MM 
BATH 


LIGHTS 


$189 


V V 
\\ \ ''•! 
• f t / 


m 
T 


r 
bjt r w 
- S / | • 


WASH 


BOILERS 


$A39 
2 


1 


With shaver a u t ’ e t 
?1 9S. Chrome fini'-hed 
base, frosted shade. 


Big 12x21vl' inches of 
v hot-dipped 
galvanized 
A 
x iron. 
■mMgmmmmmm r mmm 
/ ELEC. WATER 


HEATERS 


$119 
I 


Glv es hot w ater quick­ 
ly from electrical out­ 
let, Drop in w ater and 
plug-in. 


CLOTHES 


LINE 
89 


100 ft of braided cot­ 
ton line. Special low 
price. 


STEP-ON 


I5J-QT. CAN 


Regular 3.195' Lift-out 
l n » e r ' garbage con­ 
tainer. Slightly irreg­ 
ular. 


ELEC. HOT 


PLATES 


$49 5 


* / 
98c FOOD 


CHOPPERS 
89* 


Fam ily 
r , 
lb 
a::«. 
Steci cutting p la te a . 
I-arger 3 kntfe a l z « 
31.39. 
m» 
am 
6-INCH 


SCISSORS 
5T 


3 


2 Burners. 
600 watt. 
Separate switches. 


y 


— — 


IdM 
m lì M 


r - 


-■* 


1" 69c; S ' 79c Ground 
and .s.narpened. B >ch 
handles. 


2 D0G3 


CHIMES 


$198 
1 


2 Door 2 golden tone*. 
Ivory p l a s t i c cas«, 
4x7". 
M 
■ 
Save SI*ACE and M O S E Y nitli a 
COMPACT 1950 White House 
ELECTRIC REFRIGERATOR 


IFTiv Pay 
$15.00? 


• ttl) Inches High 


• 24 incites W ide 


• 14 inches D eep 


the extra room It | 
in your kitchen or 
here. 


F in e for linens as w ell as utensils. Stream lined rounded corner || 
front like a reirigerator. Each door has shelves w ith extra f 
storage space for sm aller things. Made of heavy steel in sparkling 
w h ite enam el. H urry in for yours. 


• Big 7.14 cubic I 
foot s i z e but > 
m easures only :v 
2 4 1 j i n c h e s |i 
w i d e, 8 * 8 /1 8 i 
i n c h e s dt « p 
and 5 8 '/a inch) s | 
high. 


• Shelf area of f 
13.6 sq. ft. has M 
head space for 
storing 14 tall 
quart botties. 


M akes 
4 
lbs. 
or 28 cubes of 
Ice in two ice 
trays with two 
plastic grids. 


• M eat chest, 4 
regular shelves | 
and 
one 
spe 
d a i shelf. 


* Sparkling (Mr 
ralux 
w h i t e 
f i n i s h inside É 
a n d 
o u t 
t brome plated 8 
hardware. 


Make sure o i . . . 
SUPER SAFE STOPS 


L o o k 
at 
the 
skid-check 
designs . . . the 
thousands of sharply angled edges! 
They bite 


. . . grip . . . hold . . . pull down from high 
speed to full stop in a few seconds! 
That's 
what w e m ean by Super S ale Stops, 
D on’t 
risk skidding. 
You needn’t with 


Only $1.00 IJown 
Luts a Set on Your 
car today! 
ft&'S*,,;: 
, •• .*» & W- 


Big 7.14 Cu. Ft. Sise for Only 
LOW DOWN PAYMENT 
DELIVERS IT NOW! 


Backed by 5-Year W ritten W arranty! 


For Rock-Bottom 
Fire Econom y 


Multi-Miles 
$0.95 


Size 
«.»0x1« 
Clu* I* . 


Cold Rubber. . . for Miracle Mileage 


W hat’s the longest m ileage you’v« ever had? Add hall 
as m uch m o r e ... up to 50% m ore m ileage! 
Expect that 
from your Road King tireg. T hey're scientifically proc­ 
essed w ith Cold Rubber, to w ear . . . w ear . . . w ear. 
BLOWOUTS! FORGET THEM! 


The Road King body contains 100% Rayon Cord, produced by an exclu^Yg 
process which assures absolutely uniform strength. B low outs are alm ost iiw* 
possible . , . w ear is even, and very slow. T hat m eans long life. And bal* 
am » d body strength m eans w onderfully cushioned ease of riding, too! 


• 25,800 mil«*» or 25 m onths guarantee in 
writing . . . plus Lifetim e W arranty! 


* Only $4.00 down puts a set on your car 
TODAY! 


And your old tires. 
50e off if you install 
vour own tires. 


* Free Installation 
>our ow n tires. 
, 50c off if you install 


All for the una zing low price of 
Size i.0ti\l6 , plus tax and 
your old tires. Other sizea 
sim ilarly low priced. 


rf GOOD *pLA&E to B u y / 
rf GOOD 
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Improved! Extension 
WINDOW 
»* C f i0 
SCREENS 
Ow 
18x3S'\ 75c; 24x38” , 9.5c; 
24x37” , $1.05 
Galvanized screen wire machine 
clamped into easy sliding metal 
frames 


// ^ a r ^ v 


Regular $1.98 Value 


RUGS, 6’x9’ . . .. S037 
ENAMELED 
* 


9x12 f e e t ..................$3.99 
Bright, 
cheerful. 
Waterproof, 
stainproof, easy to clean. Long­ 
lasting strong felt base._______ 


Service for 4 in Colorful 


PLATONITE 
S I 98 
DISHES 
■ 
32-pc. Service for 6 $3.98. In 
assorted sparkling colors. Cups, 
saucers, plates, cereals, sugar 
and creamer. 


3-Piece Srnchuck 


PICNIC 
S1C95 
S E T S ............ 


Reg. $19.95. Seats up to 6 peo 
pie. Firmly bolted smooth pine. 
fable 72x27x28 inches. 


W hile They Last 


SQUARE 
«r, £ Q C 
MASONS ... 
* Ow 
Atlas, Doz. Quarts. ...7 9 c 


With Atlas ‘•Seal-All” lids or 
Mason Zinc Caps as desired^ 


Cory Coffee linker 
Extension, lentilating 
Save Vote On 
ELECTRIC 
SQ59 
8-IN. FANS . . . . w 
Extra powerful, motor driven, 
KO T vibrator fans. Tip-proof, 
adjustable base. 


COMPLETE 
WITH STOVE 
Fits any w i n d o w 22 to 32 
inches. Easily moved from one 
room to another. 8” blades. 


A $5.80 value at a wonderfully 
low sale price while lots last. 
7-cup Cory with glass filterer. 


Usa Our EASY TERMS. Buy NOW! 


Delivers Your Purchase 


Of Many Items. 
(A Few Exceptions! 
\ 


Pay As 
$ t 25 
p* r w#ek 
' 
Low As 
* 
Paid Monthly 


/) 
CAF Penny Club Way and 
fJL 
Enjoy the Things You Need NOW! 


So Comfortable! 
SUNG SEAT 
SO IT 
CHAIRS 
A 
While Lots Last! 
Comfortable canvas beach or 
lawn chairs with 3 position ad­ 
justable back. 


Ct F 
PENNY 
CLUB 
3 . r ’ Metal R ody 
COASTER 
S729 
WAGOHS ........... 
• 
10x1*4-Inch. B a l l o o n Tires. 
Congo Bf arings, sturdily made 
Junior Wagon, 30x13' i . $5.49 
Tiny Tot W agon............. $ 1.98 


EASY 
1 
I 
MONTHLY PAYMENT^ 
K u m H tD U C tO * u tu r n s m y -tO m im 


SAVE S50.00 ON TELEVISION 


Our $1S9.0:» 
TELE-KING 
With Big 


12 ■ '2-Inch 
Black Tube 


All 3 Pieces 


I 
S 
O 
CYPRESS 
S 1 1 4 9 


f o r o n l y .................. 
■ ■ 
^ssL- 
lr* i. ntjjjg^ra t 
Almost unbelievable! At our regular price these 3-piece sets are 
bargain?, now at $11.47 they are extraordinary. 
Hand made of 
weather resisting, non-rot Florida cypress. Light in weight but 
strong! Hurry, these will sell FAST. 


Backyard Reach 
Yrtr Charcoal, PJC ay 
PICNIC 
BASKETS 
PLAY 
POOLS 


All-s t e e I construction. Light­ 
weight, easy to carry. Use as 
picnic basket to carry tood, 
dishes. 
Bottom used as oven. 


Fun for youngsters on hot days. 
44x14. 10-inrh pool of khaki and 
green waterproof material over 
frame. 


Strong, durable woven splints, 
18x12x10 inches, with folding 
handles. 
Hinged lid. 


Gaily striped awning. 
Roomy 
36x42-inch box on legs, metal 
bottom. 
Wood seats! 


Famous Nationally Known Tele-King that ranks as one of the IO 
top production sets today. Brand new, with all the latest features, 
in wood case. FR F.E D EM O N ST R A T IO N in >our own home. 


All Metal 
VEGETABLE 
BIN 
SS 19 


CANISTER 


4-PC. SETS 


KITCHEN 
GREASE SET 
Refrigerator 


SET 


5" Alumlnu 
ja r with 
strainer. Pin 
Pepper*. 


Value! White lac­ 
quered 
metal 
in red 
and Green rote design. 


Heavy 
white 
enamel 
Dlshmaster." 12*5x17 
Inches. 


White enamel 20x15 • 
Inches. Slightly irreg­ 
ular. 


5 pieces of clear pianic 
Milk 
red 
lids 
Pinta 
13c. 
Quart* 32c. 
urn bot Mea 


WHmmmmmmm mas 
98c FOOD 


CHOPPERS 


3 QUART 


C0LLAN3ER 


CLOTHES 


LINE 


U bisiliac 


TEA 
KETTLE 


STRAINER 


PANS 
FRUIT 


PRESS 


r» lh 
si*. 
m ing plat! a. 
3 Knife s i r * 
Aluminum 
Fine f o r 
canning 
and 
rinsing 
vegetables. 


IOO ft 
of b ra id e d 
ton line. Special 
price. 


Reg 9*e cone ahaped 
Rust proof stand and 
w<x>d pestle. 


WASH 


BOILERS 


$4)39 


6-INCH 


SCISSORS 


SPRINKLING 


GALV. CANS 


PARING 


KNIVES 


POTATO 


RICERS 


CHOLI OU/ 
OW CUNO J 


Quickly presses tom*' 
toes, 
grapes, etc. OI 
mashes potatoes. 


ELEC. WATER 


HEATERS 
$179 


ELEC. HOT 


PLATES 


2 DOOT 


CHIMES 
$198 


BATH 


LIGHTS 


Gi\es hot water quick­ 
ly (rum electrical out­ 
let. Drop In water and 
plug-tn. 
8 
In. 
square 
frosted 
globe ceiling light. 2 
light. 
• 


KNMMIBM 


Burners. 600 watt 
'parate switches. 


So re S P A C E and M O X E Y with 
COMPACT 1950 White House 
ELECTRIC REFRIGERATOR 
Lxtra capacity, 


STEEL 
UTILITY 
CABINETS 


L o o k at the skid-check des 
thousands of sharply angled edge 
. . . grip . . . hold . . . pull down 
speed to full stop in a few sect 
what we mean by Super Safe ! 
risk skidding. 
You needn't with 


• Big 7.14 cubic 
foot s i z e but 
measure* only 
241 j t n c h e * 
w I d e, 28 3/18 
I nc hes * d e e p 
and 58' * Inch* » 
high. 


• Shelf area of 
[ 


13.6 aq. ft. has 
head spate for 
storing 14 tall 
quart bottle*. 


• Make* 
4 
lh*. 
or 28 cubes of 
lee in two lee 
tray* with two 
plastic grid*. 


• Meat chest, 4 
regular shelve* 
and one spe­ 
cial shelf. 


wain Moult 


IF I* I A Storage 
s p a c e on the 
s i r e u m l i ned 
doors 


length 
Door 
Ivary 
lack 
Utabl* 


^Floor^ 
Gold Rubber. . . for Miracle Mileage 


What's the longest mileage you’ve ever had? Add half 
as much m ore... up to 50% more mileage! 
Expect that 
from your Road King tires. They’re scienttlically proc* 
essed with Cold Rubber, to wear . . . wear . . . wear. 
For Rin'k-lhtttom 
Tire Economy 
Bi* 7.14 Cable 
Foot Capacity 
is Oaly 24Vj“ 
wide by 
28 J 14 deep. 
Floor Spoco 


• bu inches High 


• 24 inches Wide 


• 14 inches Deep 
id King body contains 100% Rayon Cord, produced by an exclud'd 
which assures absolutely uniform strength. Blowouts are almost iiv 
wear is even. and very slow. That means long life. And bal- 
ody strength means wonderfully cushioned ease of riding, too! 


Sparkling Du- 
rnlux w h i t e 
f i n i s h inside 
a n d 
o u t . 
Chrome plated 
hardware. 
HMlW P»tut*'*/ 


• 25.000 mile* or 25 month* guarantee in 
writing . . . pius Lifetime W arranty! 


• Only $4.00 down put* a set on your car 
TOD.AA ! 


• Free Installation . . . 50c off if you install 
your own tires. 


• .All for the amazing low price of 


Think of the extra room it 
gives you in your kitchen or 
anywhere. 
Big 7.14 Lu. Ft. Size for Only 
LOW DOWN PAYMENT 
DELIVERS IT NOW! 


Backed by 5-Year W ritten W arranty! 


Fine for linens as well as utensils. Streamlined rounded corner 
front like a reirigerator. Each door has shelves with extra 
storage space for smaller things. Made of heavy steel in sparkling 
white enamel. Hurry in for yours. 


And your old tires. 
50c o ff if you install 
your own tires. 
Size LOOS 16, plus tax and 
your bld tires. Other stoat 
similarly low priced. 
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T H O M VS Ci T E S P R O ( »H ESS 
Farm Safely Is Not New 
Project lor 4-11 Clubs 


Prices Soar, Volume Declines 
In Weekly Livestock Sale Here 


“WhiJf the i-ulk of American 
f, , ■ rs are pn paring 
to 
ob- 
^ 
\ N it; >r. al Fa m S a f e t y 
wt k J:il> 
28-29. there is 
o n e 
j. 
• 
- a safety 
pr gram m progress 865 cays 
out of the year.” 
The statem ent 
n .is 
made 
Thursday h> 
Merle 
Thom as, 
V-« 
. t 
Pickaway 
County 
a rb jiturat agent. He explain­ 
ed: that the group he m eant 
vva> m ade op of county 4-H 
t luhs. 
s. a ct inly leader and 
n.iviser of 4 H 
work 
declared 
t’> 
f youngsters between 
i 
■ f ;» n and 21, said: 
“T: 
e youths conduct safety 
survovs 
f their 
home 
farm s 
an 1 iu uhboring farmsteads and 
; ve the best organized safety 
pr .ram in the rural field. 
“ They not only ferret out haz­ 
ards. but 
follow 
through 
and 
correct thousands of unsafe con« 
c * n- red..* ns to tarm machin- 
c ry, 1 vt stock, h rue making, re- 
c. 
n. rs t . ng, and 
scores 
of * 
r ,hingF7~ 
* g§~Tji 
“ SINC E TfHE PROJECT was 
launched on 
a 
national 
basis 
<: ht years ag . enrollment has 
increased five times. This would 
in . ;.*e that < ir farm boys and 
. iris have -s .id h become more 
safety minded. It means, 
also, 
that in a dit n to the 4-H’ers 
then.: > vrs. safety 
e d u c a tio n 
has reached parents, residents 
v: the 
local 
community, 
club 
leaders, and extension person­ 
nel. 
“So i* seems a foregone con- 
clus: n that 
many 
times 
the 
hidf-million young folks taking 
part in th 
4-H safety program 


are influenced 
md 
benefitted. 
We believe this widespread flux 
of safety knowledge will prove 
to In a direct route to a decreas­ 
ing the 17,500 fatal accidents to 
farm people each year; o" save 
some of the 35,000 farm build­ 
ings destroyed by fire; or put to 
constructive use the $1 billion in 
losses annually represented 
by 
these disasters.” 


Apple Crop 
To Be Down By 
About Tenth 


WASHINGTON, July 13 — The 
Agriculture Department is fore- j 
c istm.i a 1950 commercial apple, 
cr p at one tenth less than last 
year’s large production. 
Fewer apples will be harvest­ 
ed this year in New York, New’ j 
Jersey Pennsylvania, Ohio, In-1 
ri.ann Illinois, Michigan, M i s - 1 
souri, Idaho, Colorado, Califor­ 
nia and several other states. 
! 
Oply seven states will r e a p 
*pp!e harvests greater than dur­ 
ing 1949. They are: Maine. M ary -1 
land, Virginia, West 
Virginia, 
N nth Carolina, Wisconsin a n d 
Washington. 
The total 1950 apple ( rop is 
forecast at 119,180,000 bushels 
-—one tenth less than last year, 
but still a tenth above aver­ 
age. Last y ea r’s apple c r o p 
am ounted to 133,742.000 bush­ 
els. 
In the North Atlantic states, 
production is forecast one tenth 
below last vear, but a fifth above 
average. 
Prospects are favor­ 
able for a 1 New England areas; 
one tenth below last year in New 
York; and about one-fourth less 
in 
New 
Jersey and 
Pennsyl­ 
vania 
the Midwest, 
nearly all 
report smaller prospective 
crops than last year. In­ 
troduction is 40 percent 


Nurse Pickets 
in Protest To 
VIedical Ban 


COLUMBUS, July 13—A nurse 
picketed the state house in Col­ 
umbus yesterday protesting the 
refusal 
of 
the 
state 
medical 
board to license her husband to 
practice medicine in Cleveland. 
Mrs. Ethel Analis, wife of Dr. 
Harry Analis, form eny of Cleve­ 
land. said her Switzerland-edu­ 
cated husband has been practic­ 
ing in Maine and now wants to 
return to Cleveland, but that the 
medical board will not license 
him. 
She charged racial prejudice. 
Mrs. Analis, now living in a 
motel on U. S. Route 40, carried 
a crayoned placard 
on 
which 
was lettered: 
“ Governor Lausche: Why are 
you afraid to investigate the 
medical board? Will it cost you 
your reelection?” 
Governor Lausche was not in 
his office as the woman parad­ 
ed. 
The Ohio supreme court has 
upheld the medical board’s re­ 
fusal to license Dr. Analis on the 
ground he did not 
receive his 
schooling in an accredited medi­ 
cal school and that he does not 
have a license 
to 
practice 
in 
any foreign country. 
A board spokesman explained 
that Maine’s requirements 
are 
much less stringent than those 
of Ohio. 


Prices soared as volume de­ 
clined 
Wednesday 
during 
the 
Pickaway County Livestock As­ 
sociation auctions here. 
Good to choice grades sh ow ­ 
ed increases as much as from 
$1 to S3 during the Wednesday 
sales, topping last week’s in­ 
crease in prices. 
Volume this week fell off, how­ 
ever, with only 693 head m ark et­ 
ed, a decrease of 89 head 
as 
compared to last week’s m arket 
of 782. 
Loss in volume during t h i s 
week's sales Was due to a slack 
hog m arket, 
which 
decreased 
25C head. 
Sale of hogs inci eased propor-* 
tionately in prices, the m o r e 
choice grades selling steadily at 
$1 more than last week’s best 
1 grades. 
• 
* 
* 
LESSER 
GRADES sold 
for 
from 50 to 75 cents higher on the 
hundred. 
Calf receipts dropped 52 head 
this 
week 
compared 
to 
last 
week’s sales, while 
prices 
in­ 
creased in the choice grades by 
nearly $3. 
Sheep and lamb prices also in­ 
creased during this week’s sale, 
margins noted in every category 
of the auction. 
Minor increases were reported 
in the sales of choice cattle dur­ 
ing this week's auction, although 
lesser grades remained steady 
compared to last week. 
Cattle receipts increased by 
two head this 
week with 
a 
market of 135, while sheep and 
lambs receipts rose to 211 this 


Worker Killed 
In Rock Fall 
JACKSON, July 13— One man 
was killed and two others injur­ 
ed yesterday in a rock fall at 
the Cambria Clay P r o d u c t s 
Plant five miles west of here. 
Burl Blanton, 39, of Beaver, 
in Pike County, 
was 
k i l l e d . 
George Culp and Luther West, 
both of Beaver, w*ere injured. 


In 
areas 


is a b o u t 
yt ar’s Y 


3C C tS f ‘f 
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e t »tal 
I, at t'A 


t 
>n b 


~ur 
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1 : r d a 
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Hamilton 
S t o r e 
‘Hallmark” Greeting Cards 
For All Occasions 


Ice Lip 
Water Pitchers 


50c each 


Fancy Decorated— ZVi Qt. 
Red, Green, Yellow 


11 O*. Tumblers To Match 
10c each 


Jelly Glasses 


50c doz. 


1/3 Pint— M etal Lids 


Come In and Browse Around 
You re Welcom e 


fl h 


/ '/ m e . ztum 
A k 
/l/ W z A 9 


i t i m 
i f t f ö t 


Geta 
carton 
tckjl 
enti 


30c 


4 ¿j 
F1* 
r . 
P*P“ C" 10 Bottling Co. of Coiumbus 
l u d t r A fp a u riM o t (tom fep.i-CoU Co., New Vork 


AND YOU D er 


AS 
MUeeS/DEZ I 


week 
from 
a 
market 
last 
Wednesday of “ light” sales. 
Complete report of the trans- 
1actions of Wednesday's 
local 
• m ark et follow: 


C A T T L E 
R E C E IP T S - 135 
h ea d — 
S te e r s and h e ife r s, good 30-31 top 31.25; 
s te e r s and h e ife r s, m ed iu m to good 28- 
30: 
s te e r s and h e ife r s, co m m o n to m e ­ 
d iu m 2!.50-28 
COWS, co m m o n to good 
18-24 50. 
co w s, c a n n e r s to co m m o n 15- 
18; 
b u lls 21-24.50. 
H OG R E C E IP T S — 300 h ea d — G ood 
and 
ch o ic e 
180-200 
lh,s. 
25.25; 
200-210 
lb s. 25.50; ligh t?. 160-lSf) lb s. 24 50; ligh t 
lig h ts, 
140-160 lb s. 
21.50-23.25; 
h ea v y - 
W eigh ts, 240-260 lbs. 24.75; 
260-280 lb s 
24; 
280-300 lb s. 23 25; 300-350 lb s. 22 5; 
350-400 lbs 
21.75; 
p igs, 100-140 lb s. 18- 
| 23.25; P a c k in g S ow s, lig h ts. 250-350 lbs 
and 
350-500 
lb s. 
16.50-19.60; 
s t a g s 
15.25 dow n; b o a r s 10-13.50. 
C A L F R E C E IP T S — 47 h ea d — G ood to 
, c h o ic e 30-33; 
m ed iu m to 
good 
28-30 
c u lls to m ed iu m 18-28. 
S H E E P A N D L A M B R E C E IP T S — 211 
h ea d -L a m b s, fa ir to c h o ic e 26 50-29.25, 
la m b s, 
co m m o n 
to 
fa ir 
22.25-26.50- 
e w e s , fa ir to c h o ic e 8-12; B y h ea d 29-30 
Leftists Hap 
Aid To Korea 
j 
CLEVELAND, July 13 — First 
public protest voiced in Cleve­ 
land since American interven­ 
tion in Korea has been m ade by 
the city’s Labor Council for Ne­ 
gro Rights. 
The council, ^ m p o se d p rim ar­ 
ily of re p re s* ta tiv e s of left- 
wing unions, assailed the United 
States action as “ arm ed inter­ 
vention in the Korean civil w a r” 
in a statem ent late yesterday. 
The 
administrative com m it­ 
tee’s statem ent was issued by 
B ertram A. Washington, a field 
organizer for the CIO-expelled 
United Electrical Workers w h o 
was suspended as a Cleveland 
postal employe last year during 
a government loyalty probe. 


Powder Blast 
Burns Lad, 13 


CLEVELAND, July 13 — Thir­ 
teen-year-old Carl Nash Jr. was 
seriously burned on his hands 
and arms last night while play­ 
ing with gunpowder in his back­ 
yard. 
Police said the boy set fire to 
a piece of paper on which he 
haa placed the powder and that 
he was injured when the m ater­ 
ial exploded. 


gree manslaughter in connection ‘inary hearing, 
with the traffic death of M r s . 
Crawford will appear in Col 
Lula McCoy, 31, also of Colum­ 
bus, appears today for a prelim- 
umbus municipal court on two 
charges. The second count ac- 


Driver Cited 
In Traffic Death 
COLUMBUS, July 13—William 
H. Crawford, 50-year-old Colum­ 
bus mnn accused of second de- 
MANY NEVER 
SUSPECT CAUSE 
OF BACKACHES 
A» we tret older, strew and strain, ovsr- 
exernon, excessive smoking- or exposure to 
cold so: etim es slow s down kidney fu n c­ 
tion. This may lead m any folks to com . 
j 'ain of naggiiig backache, loss o f pep and 
energy, headaches and d iziin ess. G etting 
up nsghta or frequent paasages m ay result 
from minor bladder irritations due to cold, 
dam pness or dietary indiscretions. 
If your discom forts are due to these 
causes, don't w ait, try Doan's P ilb , a mild 
diuretic. U sed successfully by m illions for 
over I 
years. W hile these sym ptom s may 
often otherw ise occur, it’s am asing how 
msr.y tim es D oan’s give happy relief — 
• help the 15 m iles of kidney tubes and filters 
flush out w aste. Get Doan's Pills today! 


LOAN PEOPLE 


121 E. Main St. 
Phone 46 
SAVINGS & LOAN ( 0 . 


Schmidt i Grade 
A ^ ^ ^ J 
BACON 
■ 
1-lb. layer 59c 


Schmidt’s 
ROUND STEAK 


Lb. 
« 
* 
8 9 


Schm idt’s Grode “ A ” 
SKINLESS WIENERS 
- 55c 


BOILING BEEF. . . . . . . . -3 9 c 


Ward’s Vac Pack 
GOLD LABEL COFFEE 
69c 


VELVEETA CHEESE 
2 - 89c 


ICED TEA 
% lb. box 49c 


ICE COLD MELONS 


W ARDS 
MARKET 


Court and W alnut Sts. 
-We Deliver 
Phone 577 


I hursdoy, July 13, 1950 


cuses him of driving while intox­ 
icated. The traffic accident oc- 
currecf June 20 in Columbus. 
Mrs. McCoy died last Friday. 
WALTERS’ FOOD 


CORNER W ASHINGTON & FRANKLIN STS. 


FREE DELIVERY ANYW HERE IN TOWN 


Oxydol 
. 
, 


Woodbury Soap 
Blu White 
. 


Green Beans 
. 


Corn, cream style 


Pears 
. 
. 
Iced Tea 
. 
. 


Pie Crusl Mix 


. 
c a n ile 
2 cans 29c 


2 cans 21c 
. 
can 15c 


% lb. 49c 
2 boxes 29c 


Babo 
. 
, 


Jello 
. 
. 


Marshmallows 


P H O N E 152 
V 


. box 25c 


3 bars 25c 


4 boxes 29c 


2 cans 25c 


3 boxes 25c 


, 
pkg. 19c 


Complete Line Of 
Bluebird and Phoenix Pies 
Store Hours:— 
Health Aids, 
35c and 10c 
Daily 
Shampoos, 


Baby Supplies, etc. 
Sieverts Ice Cream 
# 


7 a. m.— 6 p. m. 


Saturday 
1Pt. 25c - Qt. 49c 
7 a. m .-l0:30 p. m. 


Frozen Foods — Fish « Ice Cream 


ho like to b e f / ? / E N D l V 


Cash Loans—In 1 Trip 
$25 to $1000 


When you want a cash loan, you 
want more than the money — a 
friend. It’s our business philosophy 
to do more than just grant loans. 
We believe the service we give is as 
important 
as 
the 
monev 
Itself. 
That’s why we feature our FXTRAS 
•—at no extra cost—Friendly atten­ 
tion, 
Personal consideration. 
Re­ 
spect for your confidence. Under­ 
standing, Better service and a Sin­ 
cere desire to make the loan. 
Come in, write or phone for 1-Trip 
service. 
Loans In Nearby Towns 
Open Evenings by Appointment 


LOOK WHA T 


WILL BUY 
A T 
THE OUTLET STORE 


Values 


Women’s Cotton 


a* I 


• 
• 
• 


W O M EN ’S 
SUMMER 
Blouses 


s 
a 
* 


»i 
V i 
«tv 


k/ 
_ 


Women's Combed Yarn Tee Shirts 88i 


Women's Cool Cotton Hallers 
. 
. 88c 


Girls' Colton Summer Skirls 


Girls' Better Cotton Blouses 


Boys' Novelty Play Shirts . 


Fancy Sofa Pillows , , 


Famous Make Bras , , , 


Women's Summer Unions . 


Men's Novelty Play Shirfs 


Wafer Color Window Shades 


Men's $1.50 Summer Ties 
. 
. 
. 
88c 


OTHER SMALL LOTS NOT ADVERTISED 
ON SALE AT ONLY 88e 


I 
f 
f 


Closeout 411 M en’s 
STRAWS 
aa 


Vy 
All 88c 
Mdse. 
First 
Quality! 


On Sale 


Friday 


and 


Saturday 


\ 


20% discount SALE 
HIGH GRADE LUGGAGE 


Regular Price $1.98— $2.98— $3.49— $3.98— $4.98 


Sale Price $1.58 $2.38 $2.79 $3.18 $3.98 


ALL BRAND NEW PERFECT QUALITY! 


18 to 24 inch sixes including new weekend kits. Several color combina* 
tions. Only 90 in all! 


5 ♦ 


* 
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THOM VS M I KS PROGRESS 
Prices Soar, Volume Declines 
Farm Safety Is Not New , n 
f t ( ‘ o k l -v Livestock Sale Here 
J 
P rices soared as volum e de-! week 
from 
a 
mal 
Project For 4-11 ( ’'uhs 


ursd 
statement 
tv 
ij by Merle 
*e 
P ickax a j 
ural a cent 


A m e ric a n J are influenced 
and 
benefitted. 
to 
ob-, We belie ve this w idespread flux 
S a I e t y of safety knowledge will prove 
s 
o n e to b t a direct route to a decreas- 
a safl»ty ing the 17.500 fatal accidents to 
•65 days j fa rm people each year; o" save 
j some of the 35.000 farm 
build­ 
ings destroyed by fire; or put to 
constructive use the $1 billion in 
losses annually represented 
by 
these d isa ste rs.” 


s 
m ade 
Thomas, 
! y 
County 
He explain* 
tin 
up 
loup be m eant 
of county 4 II 


untv leader and 
work 
declared 
un esters between 
sa) 


farm* 


Nurse Pickets 


Iii Protest To 


Medical Ban 


d in e d 
W ednesday 
during 
the 
Pickaw ay County Livestock As­ 
sociation auctions here. 
Good to choice grades show­ 
ed increases as much as from 
SI to S3 during the Wednesday 
sales, topping last w eek’s in­ 
crease in prices. 
Volume this week fell off, how ­ 
ever, with only 693 head m ark et- 
!ed, a decrease of 89 head 
as 
: com pared to last w eek’s m a rk e t 
of 782. 
Loss in volume during t h i s 
w eek’s sales was due to a slack 
jhog 
m arket, 
which 
d ecreased 
|25C head. 
Sale of hogs increased propor­ 
tionately in prices, the 
m o r e 
'choice grades selling steadily at 
$1 m ore than last w eek ’s best 
I grades. 


COLUMBUS. J 
picketed th0 stat 
u rn bus yesterday 
refusal 
of 
the 
board to license 
practice m tdicin 
Mrs. Ethel Am 


state 
m edical 
her husband to 


l* in Cleveland. 
lls, wife of Dr. 


INCE THE PR O JEC T was 
ohed on 
a 
national 
basis 
t years ago. enrollment has 
eased five times. This would 
rate the' « ir farm boys and 
; h -vc Fit a illy bec me m ore 
tv minded. It moans, 
also, 
in a iditi n to the 4-H’ers 
rn* v s 
safety 
e d u c a t i o n 
reached 
parents. 
I 
comrr 
extern 


is a 


un- H a rry Analis. form erly of Clcve- 
re- land. said her Switzerland-edu- 
res cated husband has been prac tic ­ 
ing in Maine and now w ants to 
return to Cleveland, but th at the 
m edical board will 
not license 
him. 
She charged racial prejudice. 
Mrs. Analis, now living in a 
motel on U. S. Route 40. carried 
a crayoned placard 
on 
which 
w as lettered: 
‘‘G overnor L ausche: Why are 
you afraid 
to investigate 
the 
residents m edical board? Will it cost you 
nitv, 
club your reelection ?” 
G overnor Lai sche was not in 
his office as the w om an p a ra d ­ 
ed. 
The Ohio suprem e court has 


13—A nurse 
LESSER 
GRADES 
sold 
for 
on se in Col- (from 50 to 75 cents higher on the 
•otesting the hundred. 
Calf receipts dropped 52 head 
this 
week 
com pared 
to 
last 
w eek’s sales, while prices 
in­ 
creased in the choice grad es by 
nearly $3. 
Sheep and lam b prices also in­ 
creased during this w eek ’s sale, 
m argins noted in every category 
of the auction. 
Minor increases w ere reported 
in the sales of choice cattle d u r­ 
ing this w eek’s auction, although 
lesser grades rem ain ed steady 
com pared to last week. 
Cattle receipts increased by 
two head this 
week 
with 
a 
market of 135, white sheep and 
lambs receipts rose to 211 this 


market 
last 
Wednesday of “ light” sales. 
Complete rep ort of the trans- 
. actions of W ednesday’s 
I ocal 
m a rk e t follow: 
CATTLE 
R E C EIPTS — 135 
head — 
[ Steers and heifers, good 30 31 top 31.25; 
steers and heifers, m edium to good 28- 
30; steers and heifers, com m on to m e­ 
dium 24.50-28; 
cows, com m on to good 
18-21 50, cows, canners to com m on IS­ 
IS; bulls 21-24 50. 
HOG R E C EIPTS — 300 head — Good 
and choice 
180-200 lbs. 25.25; 200-250 
lbs. 25.50; lights. 160-lSo lbs. 24.30; light 
lights. 140-160 lbs. 
21.50-23 25: 
heavy­ 
w eights. 240-260 lbs 
24.75; 260-280 lbs. 
24; 280-300 lbs. 23 25; 300-350 lbs. 22 5; 
350-400 lbs 21.75; pigs. 100-140 lbs. 18- 
23.25; Packing Sows, lights, 230-350 lbs. 
and 
350-500 
lbs. 
16.50-19.60; 
s t a g s 
15.25 down; boars 10-13 50. 
CALF R EC EIPTS—47 head—Good to 
choice 30-33; m edium to 
good 
28-30; 
culls to m edium 18-28. 
SH E E P AND LAMB R E C E IP T S—211 
h e a d —Lam bs, fair to choice 26 50-29.25, 
lam bs, 
comm on 
to 
fair 
22 25-26 50; 
ew es, fair to choice 8-12; By head 29-30 
Leftists Rap 
Aid To Korea 


CLEVELA N D, July 13 — F irst 
public 
protest voiced in Cleve­ 
land since A m erican interv en­ 
tion in K orea has been m ad e by 
the city’s L abor Council for N e­ 
gro Rights. 
The council, i m p o s e d prim ar­ 
ily 
of rep resentativ es 
of left­ 
wing unions, assailed the United 
States action as “ arm ed inter­ 
vention in the K orean civil w ar” 
in a statem en t late yesterday. 
The 
adm in istrativ e 
co m m it­ 
te e ’s sta te m e n t w as 
issued by 
B e rtra m A. W ashington, a field 
organizer for the CIO-expelled 
United E lectrical W orkers w h o 
w as suspended as a Cleveland 
postal em ploye last y e a r during 
a governm ent loyalty probe. 


Powder Blast 
Burns Tad, 13 


CLEVELAND, July 13 — T hir­ 


teen-year-old Carl Nash Jr. w as 
seriously burned on 
his hands 
and arm s last night while play­ 
ing with gunpowder in his back- 
i yard. 
Police said the boy set fire to 
a piece of paper on which 
he 
had placed the powder and that 
he was injured when the m a te r­ 
ial exp’ ded. 


i riur5aay, Ju ly 
1 3 , i y j j 


gree manslaughter in connection inary hearing. 
I cuses hirn of dr|ving whiIe intox_ 


with the traffic death of M r s . 
Crawford will appear in Col- icated. The traffic accident 00 
Lula McCoy, 31, also of Colum- j umbus municipal court on two ( curred June 
20 
in 
Columbus, 
bus, appears today for a prelim- ‘charges. The second count ac- 1 Mrs. McCoy died last Friday. 


Driver Cited 
In Traffic Death 


COLUMBUS, July 13—William 
H. Crawford, 50-year-old Colum­ 
bus man accused of second de- 


•>n 
person- 
LOAN PEOPLE 


foregone con- 
v 
tim es 
the 
young folks 
taking upheld the m edical bo ard 's re- 
4-H safety program fusal to license Dr. Analis on the 
--------------------------------ground he did 
not 
receive 
his 
schooling in an accredited m edi­ 
cal school and that he does not 
have a license 
to 
practice 
in 
any foreign country. 
A board spokesm an explained 
that M aine’s requirem ents 
are 
m uch less stringent than those 
of Ohio. 


Apple Crop 
To lie Down By 
W 
About Tenlli 


WASHINGTON. July 13 — The 1 
Agriculture D epartm ent is fore- 
C8sting a 1950 com m ercial apple 
cr p at ^ne tenth leis than last 
y e a r ’s large production. 
Few er apples will be h a rv e st­ 
ed this vcar in New York, New 
Jersey Pennsylvania, Ohio, In-1 
diana, Illinois. Michigan, Mi s - , 
souri, Idaho, Colorado, Califor­ 
nia and si vc rat other states. 
Only seven states vt .ii r e a p 
nipple harvests greater than d u r­ 
ing 1949. They are: Maine. M a i t ­ 
land. 
Virginia, 
West 
Virginia. 
North Carolina. Wisconsin a n d 
Washington. 
The total 1950 apple crop is 
forecast at 119.180,000 bushels 
—one tenth less than last year, 
hut still rn tenth above aver 
age. Last y e a r’s apple c r o p 
am ounted to 133,742.000 bush­ 
els. 
the North Atlantic 
u . * -r, is forecast 
1 
w last vear. but a fifth abo 
age. 
Prospects are fav* 
for all New England ares 
tenth below last year in N< 
:: and about one-fourth ll 
Slew 
Jersey 
and 
Penn* 


int 


Worker Killed 
In Rock Fall 


JACKSON, July 13—One m an 
w as killed and two others injur­ 
ed yesterday in a rock fall at 
the C am bria Clay P r o d u c t s 
Plant five miles west of here. 
Burl Blanton, 39. of Beaver, 
in Pike County, 
was 
k i l l e d . 
George Culp and Luther 
West, 
both of Beaver, w ere injured. 


who like to b e f R / E N D t y 


lr. 
pr 
states, 
0 j*y 
)tl( 


H a m 
i l t o n 
A t t i r e 


’Hallmark" Greeting Cards 
For All Occasions 


Ice Lip 
Waler Pitchers 


50c each 


Fancy Decorated— 2Vz Qt. 
Red, Green, Yellow 


l l Ox. Tumblers To Match 
10c each 


Jelly Glasses 


50c doz. 


1/3 Pint— Metal Lids 


Come In and Browse Around 
You re Welcome 


121 E. Main St. 


Phone 46 
SAVIM6S 4 loam co. 
c m s m n E Z ? 


A 
P ip 


A A 
* f 


/ l / W 


bz&huit K U S I 


/ f f r f t r k 


AND YOU GET 


TIV ICE 
AS 
MUOI,BE St EES I 


Pepsi Colo Bottling Co. of Columbus 
Lader Appointment from F e psi-Cola to., New Vork 


r 
n 


Schmidt's Grade “AM 
BACON 
1-lb. layer 59c 


Schmidts 
ROUND STEAK 


Lb. 
B 
u 
n 
a 
8 9 


Schmidt s Grade "A” 
SKINLESS WIENERS 
- 55c 


BOILING BEEF 
39c 


Word s Vac Pack 
GOLD LABEL COFFEE 
- 69c 


VELVEETA CHEESE 
2 -8 9 c 


ICED TEA 
H lb. box M c 


ICE COLD MELONS 


W A R D S 
MARKET 


Court and Walnut Sts. 
■We Deliver- 
Phone 577 


MANY NEVER 
SUSPECT CAUSE 
OF BACKACHES 
Ai we get older, *tr*>»A »nd *tr*in, ov*r- 
exertion, excessive smoking or exposure to 
cold sometimes slows down kidney lune- 
tion, This msy lead many folks to com­ 
plain of nagging backache, loss of pep and 
energy, headaches and dizsinesa. Getting 
up me: ’.I or frequent passages may result 
from minor bladder Irritations due to cold, 
dampness or dietary indiscretions. 
If your discomforts are due to these 
causes, don’t wait. try Doan’* Pills, a mild 
diuretic, lleed successfully by millions for 
over 6 years. While these symptoms may 
often otherwise occur, it’s am ating how 
many tim es Doan’s give happy relief — 
•help the 15 miles of kidney tube* and filters 
flush out waste. Get Doan’s Pill* today! 


WALTERS’ FOOD MKT. 


, 


CORNER WASHINGTON Or FRANKLIN STS. 


FREE DELIVERY ANYWHERE IN TOWN 


PHONE 152 


Milk 
. 
. 
. 
can lie 
Oxydol 
. 
, 
. box 
Green Beans 
. 
. 
2 cans 29c 
Woodbury Soap 
3 bars 
Corn, cream style 
. 
2 cans 21c 
Btu White 
4 boxes 
Pears 
. 
. 
. 
. 
can 15c 
Baho 
. 
. 
2 cans 
Iced Tea 
. 
. 
. 
% lb. 49c 
Jello 
. 
. 
3 boxes 
Pie Crust Mix 
. 
2 boxes 29c 
Marshmallows 
. 
. 
pkg. 


Complete Line Of 


Heolth Aids, 


Shampoos, 


Baby Supplies, etc. 


Bluebird and Phoenix Pies 
Store Hours:— 
4 
35c and 10c 
Daily 


Sieverts ice Cream 


7 a. rn.— 6 p. rn. 


Saturday 
Pf. 25c - QI. 49c 
7 o. rn.-10:30 p. rn. 


F o o d s 
— 
F i s h 
— 
i c e 
C r c o m 


Cash Loans—In I Trip 
$25 to $1000 


When you want a cash loan, you 
want mure than the money — a 
friend. It’s our business philosophy 
to do more than just grant loans. 
We believe the service we give is as 
important 
as 
the 
money 
itself. 
That’s why we feature our EXTRAS 
—at no extra cost— Friendly atten­ 
tion, 
Personal consideration. 
Re­ 
spect for your confidence, Under­ 
standing. Better service and a Sin­ 
cere desire to make the loan. 
Come in. write or phone for 1-Trip 
service. 


Loons In Nearby Town* 
Open Evenings by Appointment 


LOOK WHA T 


W I L L I I I V 


A T 
TH E OUTLET STOKE 


Values 


Women * Cotton 


WOMEN’S 


SUMMER 
Blouses 
88' 


SfJt! 


* 


D V 


»* V I P ' 


Women's Combed Yarn Tee Shirts 88i 


Women's Cool Colton Hallers . . 


Girls'Cotton Summer Skirls . . . 


Girls' Better Cotton Blouses , , 


Boys’ Novelty Play Shirts . , . 


Fancy Sofa Pillows , , , , , , 


Famous Make Bras . , , , , 


Women's Summer Unions . . . 


Men's Novelly Play Shirts , . , 


Water Color Window Shades . , 


Men's $1.50 Summer Ties . . . 


OTHER SMALL LOTS NOT ADVERTISED 
ON SALE AT ONLY 88c 


T M 
* * 


Closeout All Men’s 
S T R A W S 


8 
8 
' 


AII 88c 


M d s e , 
First 
Quality! 


On Sale 


Friday 


and 


Saturday 


\ 


20% discount SALE 
HIGH GRADE LUGGAGE 


Regular Price $1.98— $2.98— $3.49— $3.98— $4.98 


Sale Price $1.58 $2.38 $2.79 $3.18 $3.98 


ALL BRAND NEW PERFECT QUALITY! 


18 to 24 inch sixes including new weekend kits. Several color combino* 
tions. Only 90 in oil! 
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FLEET NEEDS OUTLINED 
Navy Reservists Asked 
a To Volunteer For Duty 


N avy recruiting officers in the ! 
Circleville area Thursday releas- I 
ed a Navy 
Departm ent 
state­ 
m ent regarding the current en- j 
listm ent program. 
Main point was the N avy’s 
desire for 
applirations 
from 
male Navy 
Reserve 
officers 
and enlisted men on a volun- 
| 
tary basis for active duty. 
Those ordered to active duty 
will receive* general 
a s s i g n - 
m ents, prim arily 
afloat 
a n d 
oversea^, for an obligated p er­ 
iod of not less than six months 
and they 
will 
be 
guaranteed 
twelve m onths of active service, 
if desired by the individual. 
Officers in the grades of lieu­ 
ten an t co m m and er 
and 
below 
I are dt ired in the unrestricted 
* line, both aviation end non-avi­ 
ation. supply corps, dental corps, 
and civil engineer co rp c. 
Offi­ 
cers in the grades of com m an d­ 
er and below ar 
desired in the 
M edical Corps, and, in a lim it­ 
ed num ber, in general line spe­ 
cialties 
of 
electronics, 
intelli­ 
gence and com m unications. 
• 
• 
* 


APPLICATIONS for a c t i v e 
9 duty by of:. ■ : - should be sub­ 
m itted directly to the B ureau of 
N aval 
Personnel, 
Washington, 
D. C., it was stated. 
Enlisted personnel desired are 
in the pay grades E3 (seam an, 
airm an , 
etc.) 
up 
through 
E6 
(first class petty officer) in all 
general em ergency 
s e r v i c e 
rates. 
Chief P etty Officers 
are 
re- 
£ quired m gent ral and em erg en ­ 
cy service ratings of sonarm an, 
ra d a rm a n , fire controlm an, fire 
control technician, aviation elec­ 
tronics te- hnician, 
air 
control­ 
m an , m inem an, com m unications 
ttc h icia n , yeom an, 
and photo­ 
g rap h ers m ate. 
Applicants should 
be 
in 
r e ­ 
serv e classes: VI (enlisted p er­ 
sonnel associated with 
surface 
units of the organized reserve), 
▼ V2 <• nk>U i per< nr> ! assocdat 
ed with aviation units of the or­ 


ganized reserve), 
V3 
(enlisted 
personnel who are a t t a c h e d 
electronics com panies and plat­ 
oons of the volunteer reserve), 
V6 (enlisted personnel required 
for mpbilization in 
addition to 
the other classes of the 
volun­ 
teer reserv e), Ol (enlisted per­ 
sonnel of the organized surface 
com ponent), 0 2 
(enlisted 
p er­ 
sonnel of the organized aviation 
com ponent.) 
All applicants m ust be physic­ 
ally qualified for unlimited act­ 
ive duty and enlisted personnel 
m ust have at least one year ob­ 
ligated service rem aining. 
Volunteers are to report to the 
nearest 
recruiting 
station 
for 
transportation to a m ain recruit­ 
ing station w here determ ination 
will be m ade 
of 
qualifications 
for active duty. 
Enlisted 
personnel 
accepted 
for active duty wiH be ordered 
I to the n earest receiving station 
for outfitting and general detail. 


Extensioneers 
Set For Part 
In Entertainment 


P ickaw ay Extensioneers, the 
older ru ral youth group of Pick­ 
aw ay County, will be one of the 
hosts entertaining an ORY grdup 
from Tennessee S aturday night 
in Columbus 
Young 
W om en’s 
Christian Association. Five oth­ 
er counties 
will 
send 
O R Y 
groups to assist with program . 
Plans for entertainm ent were 
discussed when 
Pickaw ay 
E x ­ 
tensioneers m et in 
Ted 
Lewis 
P a rk recently with David Six, 
piesident, conducting the 
busi­ 
ness session. 
The Pickaw ay 
County group 
leaves the extension 
office 
at 
7:15 p. m. Saturday. Directed by 
Merle Thom as, associate county 
agent, folk dancing and get-ac- 
quam ted gam es will be the E x ­ 
tensioneers’ contribution to the 


e n tertainm ent of the Tennessee 
group. The visitors are touting 
Ohio as guests of the state ex­ 
tension service. 
Six appointed 
Jeanne 
Roese 
ch airm an of com m ittee to plan 
an educational exhibit for Pick- 
| aw ay County Fair. 
Thom as showed colored slides 
to the 30 E xtensioneers present. 
Included w ere pictures of Ja c k ­ 
son’s Mill, W. Va., and scenes in 
Florida, New E ngland and West­ 
ern United States. 


aiutuauuuiiiiuiiiiucjiiiiiiiiHiiuniniiiuiiaiuiiumiiniiiiiini 


visited relatives in Reynoldsburg 
Sunday. 


Ashville 


Ashville 


Miss Sharon Brooks of Chilli­ 
er the is visiting with Mr. 
and 
Mrs. H erschel A. Dickinson. 


- 
- - ........ 
A s h v ille 
- 
..... •— 1 
Mr. and Mrs. Edwin Irw in at­ 
tended funeral services Sunday 
for a cousin, Albert S. Rowe, at 
Strueve Funeral Home, 
G reen­ 
field. 
Ashville 


Je rry Trego and Conrad John­ 
son have accepted S um m er e m ­ 
ployment with Will W. Fischer 
and Son Produce Co. 
— ——..........- 
A sh v iU e 
............ — 
; 
The Ashville K of P softball 
team won a 
slugfest 
Monday 
evening from Mt. Sterling 23 to 
13 at Canal 
W inchester. 
Mon­ 
day the locals play H arrisburg 
at 8 p. m. H arrisburg is the only 
team to defeat Ashville in the 
W inchester K of P league. 
----------------- A s h v i l l e --------------- — 
The Ashville a m a te u r baseball 
team split a double-header Sat­ 
urday at C om m unity Park with 
Timken Roller Bearing, Colum­ 
bus, winning the opener 7 to 5 
with Richard Wilson the winning 
p.tcher, and losing the second 
game 9 to 6, when a bad first in­ 
ning spotted T im ken four runs. 
— — 
Ashville 
- ■ «....—- 
Pickaw ay County E n g i n e e r 
Henry M cCrady 
and 
F r a n k 
Baum were business visitors in 
Mr. and Mrs. 
F ra n k 
Morris Ashville Tuesday morning. 


Youthful Pair 
Held As Thugs 
CINCINNATI, July 13 — The 
a rre st of a 20-year-old youth ai d 
his 18-year-old 
girl companion 
was believed by police today to 
have solved a series of residence 
and office burglaries in suburb­ 
an P rice Hill. 
Authorities said both the to y 
and the girl carried loaded re ­ 
volvers during 
their 
c r i m e 
spree. They w ere listed as J e rry 
M. M ostly 
and 
Carol 
Ruten- 
schroer. 


SKIN IRRITATION 


So®rtw, Refiere, Aid Healing Of Hehy Smart- 
m f Dry Essetna, Chafing, Chapping, Piracies 
Externally-cauaed With Time-tested Retinol 
D on't suffer w ith Itrhitur irritated a n 
rmm m inute km *er th an neee***rjr. P>jt 
Kef mol O in tm en t to w ork and p. - tooth- 
te r relief ri*i«t t t « ; - n he* th at u -ta 
lonarer. R etinol * m odern fo rm u la 
a com­ 
bination of, wot 8 o r 4, but etx met, ■ t rr -d i- 
eal ingredienta th a t help it to act f*»ter, 
com fort longer, relieve irrita tio n a- t I -ip 
Mature heal. R em em ber the nam e l i a a o L 


Real Estate 
Transfers 


John Fullen to Lawton Hill et al Part 
Lots 29 and 32 Darbyville— Warranty. 
Lewi.« McClarren to Esther McClar- 
ren 
14 Acre C ircleville-Q u it Claim, 
Edward H. May to Frank L. Clay et j 
al 29,50 Acres Walnut Township—-War­ 
ranty. 
John W. Sterling et al to Charles L. 
Sterling «t al Lot 1398 Circleville—Quit t 
Claim. 
Charles L Sterling et al to John W 
Sterling, 
et al Lot 
1398 
Circleville— ' 
Warranty 
Erna 
Pearl Cook et 
al 
to 
F.dythe I 
< *ook Bond Lots 7 and 8 N ew Holland— 
Warranty. 
E d ’th L 
Haswell to Frances Wolfe 
Lot 1718 Circleville— Warranty 
John H. Carmean, deceased to Beryl 
Stonerock I/)t 12. W illiamsport—Admin­ 
istrator's Deed. 
Samuel Paul Valentine et al to John 
A 
Evans et al 50 Acres 90 Poles Cir­ 
cleville Township—Warranty. 
Mack D. Parrett to Bessie M 
Hill 
Part Lot 1780 Circleville—Warranty. 
Chester A. Blue et al to Richard B 
Davis et al Lot 5. Circleville—Warranty, 
Real Estate M ortgages Filed. 17. 


“ Old at 40,50 6 0 ?” 
— Man, You're Crazy 
F ortes vour age Tbou.-a.ndj are peppy a* ?U, Try 
" pepping up" with O strea, C ontains ton.c tor weak, 
rundown feeling due solely to body's !aek of ¡run ‘ 
wtotcb tj.any men and women rail " o ld " Try 
tm re s Tom e T ablets for pep, younger fee!:ng. ,ni* 
very <!&>. n > » "g et actjua nted 
» * • on.y 50a 
lo r -.Te at all drug stores every 


Real Estate M ortgages Cancelled. 3. 
Chattels Filed, 93. 
Chattel« Cancelled, 18. 
Miscellaneous Papers, 2 


Low Down Pay ment C 7 A Q Q S 
Easy Terms 


See thia wonderful completely 
automatic washer today! Fa­ 
mous Gyrafoam washing 
action — proved best in mil­ 
lions of conventional Maytag» 
— gets clothes spotlessly clean. 


L O V E L E S S 


e l e e r i m : 
156 W. Main St. 
Phone 408-R 


P i * 
•• & 
L i - S 
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Th« Stylellne De Une 2-Door Sedai» 


Drive home the facts ! 


Drive home this fact! 


First end Finest 


for thrill« and thrift 


Yes, Chevrolet brings you the 
finest combination of thrills and 
thrift , . • v. ith its great new 
105-h.p. Valve-in-Head Engine* 
—most powerful engine in the 
entire low-price field—or its high­ 
ly im proved, m ore pow erful 
standard Valve-m-Head Engine. 


Drive home this fact! 


First and Finest for 


all-round safety at lowest cost 


Only Chevrolet offers this five­ 
fold 
protection: 
(1) 
Curved 
Windshield with Panoramic Visi­ 
bility (2) 
Extra-strong Fisher 
Unistccl Body (3) Safety Plate 
Glass all around (4) Super-Safe 
Unitized Knee-Action Ride, and 
(5) Certi-Sale Hydraulic Brakes! 


Drive home this fact! 


First and Finest for 


styling and comfort at lowest cost 


Chevrolet’s exclusive Style-Star 
Bodies by Fisher provide extra- 
wide 
form-fitting 
scats—cxtra- 
gencrous head, leg and elbow 
room—extra value in every de­ 
tail of styling and comfort in 
this longest and heaviest of all 
low-priced cars! 


Drive home this fact! 


"y'. % 
„V 


First and Finest for driving 


and riding ease at lowest cost 


Only Chevrolet offers finest no* 
shift driving, with Powerglide 
Autom atic Transm ission and 
105-h p. Valve-in-Head Engine* 
. . . or finest standard driving, 
with highly improved standard 
E n gin e and S yn ch ro-M esh 
Transmission , , . at lowest cost. 


Its ride . . . its road-action . . . its reliability will tell you 


Chevrolet is FIRST . . . and Finest . . . at Lowest Cost! 


Come in—drive a Chevrolet 


and you'll know why It's 


AMERICA’S BEST SELLER, 


AMERICA’S BEST BUY! 


After all, the proof of a motor car 
is in the driving! That’s why we’re 
so eager to have you drive home the 
facts of Chevrolet superiority over 
all other cars in its field. And to do 
this in your own way and to your 
own complete satisfaction! 


You’ll have some real driving thrills! 


• Combination of Powerglide 
I0S-h,p. Engine optional on 


You’ll enjoy testing Chevrolet fleet­ 
ness and flexibility—its easy maneu­ 
verability — its wonderful comfort, 
gliding-smoothncss, and all-round 
safety. And what’s more, you'll learn 
by your own experience why more 
people buy Chevrolets than any 
other make of car. Come in-today! 


Automatic Transmission and 
De Luxe models at extra cost. 


A 
LL CHEVROLET 


THE HARDEN-STEVENSON CO 


132 E. F R A N K LIN ST. 
PHONE 522 


GREAT SAVINGS 
O N SUMMER NEEDS 


S p e c ia l f THIS W EEK ONLY! 
K ITC HEN R A N G E SET 


SET, ONlV 


1 9 c 


Here’s a 3-piece 
value you'll use 
every day 


v 
* 
» 


■ C ? ' 


Think of the savings! For this low price you get 


a large salt and pepper set, plus cooking-fat 


container « * • 3 crystal-clear pieces, each with 


colorful metal flower-design covers. 


C H IL D R E N S 


SWING SET 


Regular $14.95 


s 1 0 * 95 


BARBECUE 


GRILL 


Regular $49.95 


BOYS' 


B I C Y C L E 


Regular $39.95 


METAL 


LAWN CHAIRS 


Regular $4.95 


$ 
J 
« 
2 
8 


POWER 


LAWN MOWER 


Regular $79.95 


s 6 
9 
95 


ELECTRIC 


LAWN MOWER 


Regular $49.95 


8 * 


FIRST QUALITY 


CROQUET SETS 


Regular $10.95 


9 ^ 
. 9 
3 


PIN-UP 


L A M P S 


Regular $2.95 


8 
1 
. 9 . » 


P I C N I C 


B A S K E T S 


Regular $2.98 


8 1 
. 9 » 


GARDEN 


TRACTOR 


Regular $168.00 


8 C ) C ) - 9 . > 


STURDY 


TRICYCLES 


Regular $14.50 


$ ~ « > . ï 
* 9 


10 INCH OSCILLATING 


FANS 


Regular $10.95 


THERMOS 


JUGS 


Regular $3.98 


S Q .3 9 


GIRLS' 


B I C Y C L E 


Regular $52.75 
39.93 


W INDOW 


FANS 


Regular $10.95 


8 
( | . » 
U 


H ARPSTER « YOST 
HARDWARE 


107 E. MAIN ST. 
PH O N E 136 


Thursday, July 13, 1950 
THE D A ILY HERALD— CIRCLEVILLE, O H IO 
Page Five 


F L E E T N E E D S O U T L I N E D 
Navy Reservists Asked 
To Volunteer For Duty 


Navy recruiting officers in the 
Circleville arca Thursday releas­ 
ed a Navy 
Department 
state­ 
ment regarding the current en­ 
listment program. 
Main point was the N a v y ’s 
desire for 
applirations 
from 
m ale N avy 
R eserve 
officers 
and enlisted men on a volun­ 
tary basis for active duty. 
Those ordered to active duty 
will receive general 
a s s i g n ­ 
ments, primarily 
afloat 
a n d 
oversea'*, for an obligated per- j 
iod of not less than six months 
and they 
will 
be 
guaranteed 
twelve months of active service, 
if desired by the individual. 
Officers in the grades of lieu- ! 
tenant com m ander 
and 
below 
are dc ired in the unrestricted 
line, both aviation end non-avi­ 
ation, supply corps, dental corps, 
and civil engineer 
corps. 
Offi­ 
cers rn the grades of c o m m a n d ­ 
er and below ar, desired in the 
Medical Corps, and, in a limit­ 
ed number, in general line spe­ 
cialties 
of 
electronics, 
intelli­ 
gence and communications. 
• 
• 
* 
APPLICATIONS for a c t i v e 
duty by officers should be sub­ 
mitted directly to the Bureau of 
Naval 
Personnel, 
Washington, 
D. C., it was stated. 
Enlisted personnel desired are 
In the pay grades E3 (seaman, 
airm an, 
etc.) 
up 
through 
E6 
(first class petty officer) in all 
general em ergency 
s e r v i c e 
rates. 
Chief Petty Officers 
are 
re­ 
quired in general and em e rg e n ­ 
cy service ratings of sonarman, 
r a d a r m a n , fire controlman, fire 
control technician, aviation elec­ 
tronics technician, 
air control­ 
m an, mineman, communications 
Ic ch lei an, yeoman, 
and photo­ 
g raphers mate. 
Applicants should 
be 
in 
re­ 
serve classes: VI (enlisted per­ 
sonnel associated with 
surface 
units of the organized reserve), 
V2 (enlisted personnel associat­ 
ed with aviation units of the or­ 


ganized reserve), 
V3 
(enlisted 
personnel who are a t t a c h e d 
electronics companies and plat­ 
oons of the volunteer reserve), 
V6 (enlisted personnel required 
for mpbilization in 
addition to 
the other classes of the volun­ 
teer reserve), OI (enlisted per­ 
sonnel of the organized surface 
component), 02 
(enlisted 
per­ 
sonnel of the organized aviation 
component.) 
All applicants must be physic­ 
ally qualified for unlimited act­ 
ive duty and enlisted p e r s o n n e l 
must have at least one year ob­ 
ligated service remaining. 
Volunteers are to report to the 
nearest 
recruiting 
station 
for 
transportation to a m ain recruit­ 
ing station where determination 
will be made of qualifications 
for active duty. 
Enlisted 
personnel 
accepted 
for active duty wilk be ordered 
to the nearest receiving station 
for outfitting and general detail. 


Extensioneers 
Set For Part 
In Entertainment 


i 
Pickaway Extensioneers, the 
older rural youth group of Pick­ 
away County, will be one of the 
hosts entertaining an ORY group 
from Tennessee Saturday night 
in Columbus 
Young 
Women’s 
Christian Association. Five oth­ 
er counties 
will 
send 
O R Y 
groups to assist with program. 
Plans for entertainment were 
discussed when 
Pickaway Ex­ 
tensioneers m et in Ted 
Lewis 
Park recently with David Six. 
piesident, conducting the busi­ 
ness session. 
The Pickaway 
County group 
leaves the extension 
office 
at 
7:15 p. rn. Saturday. Directed by 
Merle Thomas, associate county 
agent, folk dancing and get-ac­ 
quainted games will be the Ex­ 
tensioneers’ confribution to the 


entertainment of the Tennessee 
group. The visitors are touting 
Ohio as guests of the state ex­ 
tension service. 
Six appointed Jeanne 
Roese 
chairm an of committee to plan 
an educational exhibit for Pick­ 
away County Fair. 
Thomas showed colored slides 
to the 30 Extensioneers present. 
Included were pictures of J a c k ­ 
son’s Mill, W. Va., and scenes in 
Florida, New England and West­ 
ern United States. 


aitmiiiiuiuiiiiiiintuuiiiiiiiiiiiiuniiiuiuuuiiiiiumuuiiiiiiir 


visited relatives in Reynoldsburg 
Sunday. 


Ashville 


Ashville 


Jerry Trego and Conrad John­ 
son have accepted Summer em­ 
ployment with Will W. Fischer 
and .Son Produce Co. 
—- — 
Ashville — 
— — 
The Ashville K of P softball 
team won a 
slugfest 
Monday 
evening from Mt. Sterling 23 to 
13 at Canal 
Winchester. 
Mon­ 
day the locals play Harrisburg 
at 8 p. rn. Harrisburg is the only 
j team to defeat Ashville in the 
Winchester K of P league. 


Real Estate 
Transfers 


Real E state M ortgages Cancelled, 3. 
Chattels Filed, 93 
Chattels Cancelled. I®. 
Miscellaneous Papers, J 


A shville 


mmwrcjiwimmirmmmnnumroimrnnn.'nmtirjiHi 


Miss Sharon Brooks of Chilli­ 
er the is visiting with Mr. 
and 
Mrs. Hcrschel A. Dickinson. 


■ • 
A s h v il l e 
-------- 
Mr. and Mrs. Edwin Irwin at­ 
tended funeral services Sunday 
for a cousin, Albert S. Rowe, at 
Strueve Funeral Home, 
Green­ 
field. 
—------- A shville .............. 
Mr. and Mrs, 
Frank Morris 


The Ashville a m a te u r baseball 
team split a double-header Sat­ 
urday at Community Park with 
Timken Roller Bearing, Colum­ 
bus, winning the opener 7 to 5 
with Richard Wilson the winning 
pitcher, and losing the second 
game 9 to 6, when a bad first in­ 
ning spotted Timken four runs. 
----------------- 
A shville ------------------ 
Pickaway County E n g i n e e r 
Henry McCrady 
and 
F r a n k 
Baum were business visitors in 
Ashville Tuesday morning. 


John Fuller! to Lawson Hill et al Part 
l.oU 29 and 32 Darbyville— Warranty. 
Lew is McClarrcn to Esther McClar- 
ren 
14 Acre Clrcleville -Quit Claim. 
Edward H. May to Frank L Clay et 
a1 29 50 Acres Walnut Township—War­ 
ranty. 
John VV 
Sterling et a1 to Charles L. 
Sterling et a1 Lot 1398 Circleville—Quit 
Claim. 
Charles I. Sterling et a1 to John W 
Sterling, et 
a1 Lot 1398, 
Circleville— 
Warranty, 
Erna 
Pearl 
Cook et 
al 
to 
Edythe 
Cook Bond Lots 7 and 8 N ew Holland— 
Warranty. 
Ed-th 
L. 
H askell to 
Frances Wolfe 
Lot 1718 Circleville—Warranty. 
John H. Carmean. deceased to Beryl 
Stonerock Lot 12. Williamsport—Admin­ 
istrator’s Deed. 
Sam uel Paul Valentine et a1 to John 
A 
E la n s et a1 50 Acres 90 Poles Cir­ 
cleville Township— Warranty. 
Mack 
D. 
Parrett to 
B essie M 
Hill 
Part Lot 1780 Circleville— Warranty. 
Chester A 
Blue et a1 to Richard B 
Davis et a1 Lot 5, Circleville—Warranty. 
Real Estate M ortgages Filed, 17 


Youthful Pair 
Held As Thugs 
CINCINNATI, July 13 — The 
arrest of a 20-year-old youth and 
his I8-year-old 
girl 
companion 
was believed by police today to 
have solved a series of residence 
and office burglaries in suburb­ 
an Price Hill. 
Authorities said both the boy 
and the girl carried loaded re­ 
volvers during 
their 
c r i m e 
spree. They were listed as Jerry 
M 
Mosely 
and 
Carol 
Rjten- 
schroer. 


CLEARANCE! 
M F . V S I M H I t W I A I l 


“Old at 40,50,60?" 
— Man, You're Crazy 
Kn-RPt »<• if »«* Tb0iL-*n4l •!■<! p*ppy i* ',<> I tit 
" o n >t>t rue >ip" with ( M t m C oat alps ton;c Un 
rundow n freline due noialy to body a lark of iron 
which rr.any men and woman rail “ o ig " Try 
O atrei Tom e Table,* for pep. younger fee.:ne tula 
<l 
K l! on., SO*. 
to r Mile at ail drug atorea avar; 


Low D o w n P a \ merit C 9 ^ l Q 
Easy Terms 


Se* this wonderful completely 
automatic washer today! Fa­ 
mous Gyrafoam washing 
action — proved best in mil­ 
lions of conventional Maytag* 
-“getsclothes spotlessly clean. 


L O V E L E S S 
E E E L T I! I L 


156 W . M a in St. 
Phone 408-R 


i-'V 


SKIN IRRITATION 


Soathr, Retirer, Aid H calin r Of Itch, Smart- 
« t Dry h trtna. ( ha (mr. ( hatpin f, P.mylea 
Externally caused With Tune-teated R e tro ! 
D o n 't suffer with itch in g irrita 'e d i l i a 
erne m inute lo o ser than rn rat ii rf. Put 
int J O in tm en t to work and r e t tooth­ 
ing re lie f rig h t aw ag — relief th a t ta*ta 
longer, K erinol’a m odern form ula * a nim . 
bination of, not S or 4, but *ut act >e m edi­ 
cal ingredienta th a t help it to act fa rte r, 
com fort longer, relieve irrita tio n a - d he p 
N ature bam. Hemen.her Hum nam e IU* am i 


Shorts . . 


Briefs 
. 
. 


$1 Tee Shirts . 


$1 Undershirts 


■ 
■ 
■ 
■ 
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Kinsey s Men s Shop 


t i •I 


iY 
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Tha Stytahn* D« Urn 2-Odor Sa don 


Drive home the facts! 


Drive hom e this foeti 


First ond Finest 


for thrills and thrift 


Yes, Chevrolet brings you the 
finest combination of thrills and 
thrift . . . with its great new 
105-h p. Valve-in-Head Engine* 
—most powerful engine in the 
entire low-price field—or its high­ 
ly improved, more powerful 
standard Valve-in-Head Engine. 


Drive home this foeti 
% 


First and Finest for 


all-round safety at lowest cost 


Only Chevrolet offers this five­ 
fold 
protection: 
(I ) 
Curved 
Windshield with Panoramic Via­ 
bility (2) Extra-strong Fisher 
Unisteel Body (3) Safety Plate 
Glass all around (4) Super-Safe 
Unitized Knee-Action Ride, and 
(5) Ccrti-Safe Hydraulic Brakes! 


Drive hom e this foeti 
Drive home this foeti 


First and Finest for 


styling and comfort at lowest cost 


Chevrolet’s exclusive Style-Star 
Bodies by Fisher provide extra- 
w ide 
form-fitting 
seats—extra- 
generous head, leg and elbow 
room—extra value in every de­ 
tail of styling and comfort in 
this longest and heaviest of all 
low-priced cars! 


vie* 


First ond Finest for driving 


and riding ease at lowest cost 


Only Chevrolet offers finest no- 
shift driving, with Powerglide 
Automatic Transmission and 
105-h p. Valve-in-Head Engine* 
. . . or finest standard driving, 
with highly improved standard 
I.ngine and S ynch ro -M csh 
Transmission . . . at lowest cost. 


Its ride . . . its road-action . . . its reliability will tell you 


Chevrolet is FIRST . . . and Finest . . . at Lowest Cost! 


Come in-drive a Chevrolet 


and you'll know why it's 


AM ERICA ’S BEST SELLER, 


AM ERICA’S BEST BUY! 


After all, the proof of a motor car 
is in the driving! That’s why we’re 


so eager to have you drive home the 
facts of Chevrolet superiority over 


all other cars in its field. And to do 
this in your own way and to your 


own complete satisfaction! 


Y ou’ll have some real driving thrills! 


• Combination of Pouerglide 
105-h.p. Engine optional on 


You’ll enjoy testing Chevrolet fleet­ 


ness and flexibility—its easy maneu­ 


verability — its wonderful comfort, 


gliding-smoothncss, 
and all-round 


safety. And what’s more, you’ll learn 


by your own experience why more 


people buy Chevrolets than any 


other make of car. Come in-today 


Automatic Transmission and 
De Luxe models at extra cost. 


I 
CHEVROLET 


THE HARDEN-STEVENSON 
132 E. FRANKLIN ST. 
RHONE 522 


GREAT SAVINGS 


0 
O N SUMMER NEEDS 
Special! t h i s w e e k o n ly ; 
K I T C H EN R A N G E SET 


Hera’s a 3-piece 


value you'll use 


every day 


SET, ONLY 
19c 


Think of th# loving*! For thi* low price you get 
a large lait and pepper set, plus cooking-fat 


container « • • 3 crystalclear pieces, each with 


colorful metal flower-design covers. 


CHILDREN S 


SWIN6 SET 


Regular $14.95 


* I ( 
* 


BOYS’ 


BICYCLE 


Regular $39.95 


St2 9 


. 9 . * 


m e t a l 


LAWN CHAIRS 


Regular $4.95 


S * J . 2 « 


BARBECUE 


GRILL 


Rcgulor $49.95 


s *2 9 ' 


POWER 


LAWN MOWER 


Regular $79.95 


*09 
f b i 


ELECTRIC 


LAWN MOWER 


Regular $49.95 


S *3 9 .fbi 


FIRST QUALITY 


CROQUET SETS 


Regular $10.95 


S ^ . f b * 
7 


PINUP 


LAMPS 


Regular $2.95 


J* | . 9 5 


PICNIC 


BASKETS 


Regular $2.98 


S 
1 
. 9 9 
I 


GARDEN 


TRACTOR 


Regular $168.00 
9 9 ’ 


STURDY 


TRICYCLES 


Regular $14.50 


S - T . 9 . R 


P W 


IO INCH OSCILLATING 


FANS 


Regular $10.95 


THERMOS 


JUGS 


Regular $3.98 


8 * 1 . 3 9 


GIRLS’ 


BICYCLE 


Regular $52.75 


» *3 9 .fbi 


W I N D O W 


FANS 


Regular $10.95 


*9 
. » » 


HARPSTER * YOST 
HARDWARE 


107 E. M AIN ST. 
PHONE 136 


P-jqt S'x 
THE D A ILY H ERALD — CIRCLEVILLE, OHIO 
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C< nsolidation nf The Circleville Herald, Estab* 
lished 1883, and The Daily Union Herald, E stab­ 
lished 1894. 


Published I venings Except Sunday By 
THI 
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G e o r g e K. Sokolsky’s 
These Days 
L A F F - A - D A Y 
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M ember Ohio Newpaper Association. Interna­ 
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Herbert Hoover, in one of the most signif­ 
icant speeches in his long career, in honor 
of William Allen White, established Soviet 
Russia as an outlaw nation. He sad: 
“They have in so short a time violated 
over 35 solemnly 
signed 
treaties. 
They 
have subjected a dozen nations and 600 
million human beings in other nations to 
slavery. Their persecution of all religious 
leaders has never ceased to this day. Ex- 
mg ierri- 
. , 
, .. 
, 
, 
t 
By Carrier in Circleville. 25c per week. By cePt to the blind, there stands out the cun- 
I per year, $5 in advance. Zones one and two, ning “dodges, tricks, 
unlawful 
methods, 
per year in advance, beyond first and second and f i l i n g of the 
tru th ” 
bv which the 
postal zones, per vear, $7 in advance. 
_ 
.. 
. 
. 
, 
, 
Democratic leaders were fooled at Teher- 


NATIONAL ADVERTISING REPRESENTA- 
TIM S, JOHN \V. CULLEN COMPANY 
230 N. Michigan Avenue, Chicago, 630 Fifth Ave 
n e. New York, 3044 N Grand Blvd., Detroit 


SUBSCRIPTION 
.away County and Circleville trading terri- 


t itered at Postonico at Circleville, Ohio, as See* an, Yalta and Potsdam. And I could also 
ond Class Matter. 
- 
- - 
- 
remind you that today there are unending 
columns in every nation.” 
And this is not all. Hoover went further 
to say: 
“Still more tragic for five years the Uni­ 
ted Nations has with the Kremlin's gospel 
been made an instrument to destroy peace 


STATEHOOD TO WAIT 
THE BILLS which would authorize state- 
h >od for Alaska and Hawaii appear destin­ 
ed to die in the Senate wastebasket, unless 
something happens to change the minds of 
Senate leaders. There seems to be agree- 
_ 
ment on both sides of the party aisle that and 
provoke fear and hate among and 
the statehood bills are not to be listed nnithin nations of 
the 
earth. 
Forty-two 
the measures which because of times Soviet Russia has used its veto to 
rtance must be dealt with be thwart important efforts 
toward 
peace. 
The Kremlin representatives have denied 
membership in the United Nations to nine 


among 
their impol 
fore adjournment 
This is a strange fate tor proposals of 
such significance and ultimate importance 
to the entire nation. They involve the ques­ 
tion whether the United States has become 
a finished nation, with its boundaries firm­ 
ly fixed around the contiguous continental 
area. The y involve the question whether 
the desires of the citizens of the two terri­ 
tories are to be given due consideration in 
determining future status and develop­ 
ment. or whether they are to be kept in 
subordinate uc;tendency. They involve the 


“Thought I’d freshen up a bit.’ 


anti-Communist nations. Thirty-four times 
they have walked out of meetings in an ef­ 
fort to coerce the members into accepting 
Communist China into its very seat of pow­ 
er—the Security Council with it another 
veto.” 
In a word, here is an utterly new experi­ 
ence, a nation that assumes no obligations, 
lives up to no contracts, renounces treaties 
without notification, makes war without 
warning, abuses every privilege in other 


D IE T A N D H E A L T H 


Watch for Danger Signals 


question whether we still stand, before the countries and provides none in its own. It 
rest of the world, for governments “deriv- *s impossible quite to know how to do the 
mg their just powers from the consent of ordinary business among nations with one 
the governed.” 
I? is hard to agree with the opinion that 
these questions are of less import than an 
August holiday and three full months of 
campaigning before election. 


of such a character. No rules exist, no pre­ 
cedents hold, no sure way can be found to 
conduct any relations with them of any na­ 
ture. 
But the fact is that that has always been 
true as regards Russia. Not since 1917, has 
it ever been different. Perhaps it is in the 
nature of the Russian, in the very center of 
assume 
that 


VACATION CITY 
SUMMER resorts and quiet c o u n t r y toUEM^sVanTTmiltMt,* to «»., 
places airy mountain retreats and wooded tverv other countrv fc his enemy 
national parks all call the Summer vaca- 
_ 
, 
.A 
, 
_ 
4- „ . . . . .» 
. u ii 
i j - a, • 4 
Perhaps it arises from the many mvas- 
tio m i but those who live in rural districts . 
, 
, * . 
, 
. 
_ 
,, 
-a- 
’ions of what is now called Russia out of 
oi in small towms are attracted to the cities 
in the Summer. The mecca of most citv- 
fceeking vacationers is New York. 


By BIRMAN N. BUNDESEN, M.D. 


IN late winter and early spring, 
many young children are subject 
to infections which have much 
in common with an ordinary cold 
but are really more serious since 
they are accompanied by an ele­ 
vation of temperature, usually 
lasting for from one to five days. 
These infections of the nose, 
throat, or bronchial tubes usually 
pass without incident, but, un­ 
fortunately, a percentage of the 
youngsters who acquire them do 
not recover completely. 
Their 
temperature hangs on unduly 
beyond the acute phase of the a t­ 
tack and may even persist for 
months. In addition, the child 
shows little appetite, and grows 
pale and irritable. 


The great city has air-conditioned amuse­ 
ment spots, roof-garden dining places and 
cool museums for sight-seers. A boat trip 
around 
Manhattan Island is breezy and 
pleasant, and gives the tourist a co-ordi­ 
nated view of the city. The top of a Fifth 
Avenue bus, though not open as formerly, 
is still, with windows down, an airy perch 
from which to view the city. A return trip 
on the Staten Island ferrv in the evening 
furnishes a beautiful picture of the tower­ 
ing lighted buildings. Beaches are within 
half an hour’s ride from the center of town, 
and a boat trip up the Hudson provides a 


Europe and Asia. Perhaps it is a sense of 
I inferiority to the greater achievements of 
Western Europe. Perhaps it is the normal 
workings of Marxian dialectical material­ 
ism in world history. 
Whatever the reason, this is the Russia 
which the United States has been trying to 
appease, to win over to the family of na- 
! tions, to satisfy. This 
is the Russia 
to 
which this country contributed $11 billion 
during the war, as a goodwill offering, as 
an act of friendship. This is the country to 
which at Teheran and Yalta, 
Roosevelt 
made so many concessions. 
Many knew that as our relations with 
Russia were being handled, 
little 
good 


Danger Signals 


These are danger signals and, 
if they last for more than two 
weeks, they should be a genuine 
cause for concern on the part of 
both parents and doctor. The 
la* ter is faced w ith the responsi­ 
bility of determining the exact 
cause of the elevated tempera­ 
ture. In establishing an accurate 
diagnosis, he must consider four 
or five different conditions, some 


all of which require careful ex- 
amina ion and special tests to 
Identify. 
Only recently have doctors be­ 
come aware of another condi­ 
tion which may — and perhaps 
most frequently does — account 
for prolonged fevers in children. 
It has been found that many 
children who ran temperatures 
over a long period of time showed 
no evidence of the serious dis­ 
eases mentioned above. It was 
concluded, therefore, that the 
cause was to be found in a 
chronic infection of the nose, 
throat, or bronchial tubes. 
This particular condition gen­ 
erally Improves with time and 
plenty of rest and a diet contain­ 
ing all the necessary food ele­ 
ment.. as well as being rich in 
vitamins. 
The other diseases which wc 
have discussed, rheumatic fever, 
undulant fever, infectious mono­ 
nucleosis, and tuberculosis, all 
usually respond well to proper 
care and m anagement, and yet, 
here again, the most Important 
phase of the treatm ent Is rest, 
generally in bed, for a prolonged 
period of time. 


QUESTIONS AND ANSWERS 
A Reader: My Breast« become 
, . 
-- •«■»Mi*. 
Dicitdii oecom e 
U re s e n o u s ' and make very sore and tender before my 
sure that no grave illness has 
been activated by the recent 
acute infection. 
Among the things to be con­ 
sidered 
are 
rheumatic 
fever, 
tuberculosis, undulant fever, and 
Infectious mononucleosis, none 
of which Is easy to diagnose, and tract 


menstrual periods. Please advise. 
Answer: Pain In the breasts, 
which occurs j ust before the m en­ 
strual periods, has been thought 
to be due to some disturbance in 
the glands of internal secretion; 
possibly to a lack of ovarian ex- 


Looking Back In Pickaway County 
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relaxing day spiced with beautiful scenery. ’could come of it. Both Herbert Hoover and 
As a vacation spot, New York furnishes 
Allen White understood that out 
an atmosphere which can be restful or of their vast experience. Hoover says of 
stimulating, according to the taste of the 
x isitor. Isn’t that true of most places where 
(Continued on Page 14) 
a vacation may be spent? 
...... 
Being, kind to dumb animals includes re- 


EIVE YEARS AGO 
Ashville Girl 
Scout 
Troop 6 
celebrated its iirst birthday Wed­ 
nesday. 


Sowers ranked first and second 
Friday in the 
WPA 
five 
m ile 
bicycle race. 


A 61-inch rattlesnake was re­ 
portedly killed 
in 
a 
wooded 
area near l.aurelville today by 
Harry Riddle. 


Circleville Kiwanis ( lub will 
meet Monday at Wayne Hoov­ 
ers’ where it has 
established 
its “ boys’ camp.’* 


Ha ’ 
words may slow down the best of memberino that they can’t be expected to 
friendships, 
steer to the right side of the road. 


Admiral H alsey 
today 
w a s 
searching for the hidd* n Japan­ 
ese fleet just off Japan. 


TEN YEARS AGO 
Marion 
Sowers 
and 
Donald 


Mr. and Mrs. Dudley Carpen- ; 
ter and Mr. and 
Mrs. 
William j 
Goodchild left Saturday to v a c a -; 
tion in Houghton Heights, Mich. 1 


I lot r ere are or rhickm *oup," and we swing into the commercial 
on high. 
It u a s n t until the program was over that I collected my 
K nses and realized once more the truth of the m atter. 
I hate cream 
of chicken soup. 


TWENTY - FIVE YEARS AGO 
Motor Transport Corps 145 left 
! for Camp 
Perry 
today 
under ; 
com m and of Lieut. Frank L ittle-[ 
1 ton. 


l l \ F . DAYS A WEEK the Fitzea broadcast from their 14H**cr» 
rented island in Long Island Sound off Connecticut, called Hay Ia- 
lh * broadcasting company sends an engineer up each morn- 


i. 


jV •" 
ORK—A reporter» duly to his rcadt rs 
carries him far afield and arouses him from 


covered .h i, *iran8e. and unllkely boura. 
I dis- 
th e „ T ,. , 
“hüul • « »•"> 
when my 
bixan calling me at 3 o'clock in 
to go up to Sing Sing and cover ex- 
H ,,th ,ed 10 *he ultimate rlpping-out of 
and the happiest days of my life), 
poveted it anew today when I arose at 
midd* 


rite on 


the morn; 
editions i 
my telepl 
and I dii 
6:30, the 
Pegeen J* 
gram in t 
Pierre 


b v ^ ! 
hui>fian ! 
team over the tadio is 
r, 11 v * I * nal,on*l institution, and, all in all, a 
orieiÌ*?M *fi 
°m 
But t h e Fitzgeralds, who 
originated the whole thing eight 
la stly easier to take 
emd they are a departure from the t 4 
do i at hr. akfast while they're on th* 


<>t the night, to watch Ed and 
i do their breakfast radio pro- 
the 38th floor of the Hotel 


P*ge*n 
FUigerold 


ond breakfast. 


years ago, are 
than their contemporaries 
tion in that they actually 
air. Of courser it’s their sec. 


Personally, 


once they usua 11 v , r . 
,,, , , 
•m l it is food and they do eat 
i 
/ ’ . 
8° ° ” lht> “ ‘r by 8:15‘ 
one of breakfast, with th* t x < e. * 
" 
V lh<? 
a l 'noaphere is 
of bright and cheery throughout and 
i 
• !¡ Fitzgerald» »r* kind 
CW in my Me wh0 „ , h°, ^ y* £ [ 
*V" P 
*"* 
I never .peek to 
/, 
' " ‘ 
Today I was hoodwinked into talking 
twality of the Fitzgerald program u * 
knew tt instead of interviewing them I 
Interviewed and acting like the ham I 
middle name, especial!* the ,* u 
. . 
out w,th ad-lib I ommerf iala a* if xh, n ! | 
t 
T 
X 
J 
V 
Wh° 
£ k m n ( Working on on , produci, .he »."kei me 


“ k* tr' 4m 
, „ Id . .n th iu L slh 


mg and they sit in their living room and watch the Sound water» 
>t«*a mg on the rocky shore and they talk about the night-bloom- 
heron, or whatever new fauna they have discovered, and have a high 
old time. 
I he sixth day they come into New York to do the prog­ 
ram. <al«h up on shows, see their friends and listen to the seals 
wr U.g in the Central Park zoo, which is practically under their 
fi Wl( 
they even stick the mike out the window 
so 
heir listeners < an hear the seals, too. and I Imagine this results 
in numerous phone calls about what was Godfrey doing on the 
program. 
* 
• 


\n an show couldn't be more Informal than the Fitzgeralds’ but 
even so It iepresents a bit of a strain. 
"We get up at 6 " Pegeen 
hlc IUS 
vvl° 
becm.u,e wr 
ti«ne to prepare the program. 
, 
’ 
. ’ n 
Jl we ve B°t to work ourselves into a pleasant 
siaie or mind 
And som etim es we don’t,” Ed broke in. 


in <fAvn tlm'J* 
W* IT ° n the ^ 
We ratt,e on 80 h‘l»urely ab<jut so 
. on , | . 
U*‘ have to * uar<1 aKa ‘M t abandoning all format 
, 
r 
U" T , r ? US,y vi0,ml,n* 
'•"« contmued "For 
Th, r T l i i t t 
' S?! 
so-and-no d.dn't have . Chinam an', chance. 
?™ re«7nn , ,,? i 1 
B !?V!.ClOU* *tau l “ ' *ni1 
» "rrtty common 
n Hut I dm 
,i . tU 
, 
U,.t 
my h<’“'1 1 woul>i'''t have employed 
reformer i L th „ . "I P“ f * *"* 
1 ‘"J 
radio 
H 
ha5 th“Be taboos to worry about, and when vou do an 
<-s> going s h o w ,,, 
ours they’re a double headache Right now. for 
f* el as if I ve Just done a KQOd day i| washlng . 


M otorcycle O fficer Will 
Me* 
; Crady Sunday arrested an Ash­ 
ville speeder who “ tried to pass 
every auto 
on 
North 
C o u r t 
! street.” 


Try, Stop Me 


instati« 


though, because the infor- 
pronoum ed that before I 
* a s on the program being 
«m. 
Charm is the Fit res' 


es 
do 
ally, i 


traced !o n1*1? ,S 
OK ® 1'1« "»«* hMth-r.tot.ng hotel», . . ,on - 
^mte 
i r 
* 
*' 
‘‘luting hotels, hut the atmosphere in the Fitzes’ 
t 
n broadcast morning is completely a bark-home one Ed r,utters 


“ 
tbe ,nlkt 
l’,uK a coffee sponsor 
Pegeen hate* the ameU «5 
offee ana never has tasted it 
and the!r note, are spread aU over 
breakfast tab|, 
m disorderly fashion. When they ^ Klll, tie h t 


‘«hould^realK an l P<>k' en Vse,t‘ *° ronv»nCed that breakfast programs 
f. 
rtalIy 
at home that for three seaaona they nafd ih l 
Ilf.i C ltd f £ i k 
ihkt \ f hi» «V (lainsa A| * 
, 
y r*'Q *f|(p 
selves at M hucls I dav ThVv i 
T * 
*‘h° W Ht h^ ,e -U ie m - 
y,. , I 
. 
y 
ey ftna,,y 'onvinced the broad. 
P*Oph\ Hfti} HOW life Is IdtliWhAt Immm i.d.ufku a 
a 
» 
a lifr fu i Lvei, at $ 
; 
£ 
„ 
* 
* ” ***' ^ « t n t l y . 


I know that everybody w h o 
reads this feature lias had his 
: full share of em barrassing mo- 
m ente, but I wonder if any of 
1 you found yourselves in a spot 
to com pare to a friend of m ine 
who met a lady at a concert re­ 
cently, 
and between num bers, 
tapped her on the shoulder and 
m urm ured, “ Beg pardon, 
b u t 
your stockings appear to be bad­ 
ly w rinkled.” The lady shot him 
a look of unadulterated hatred 
and answered, "I’m not wearing 
stockings this evening ” 
* • • 
Judge 
W a l t e r 
McKinnan 
boasts that he knew Anna Held 
long ago when both of them were 
youngsters on the way up. “ Anna 
w as 
a 
wonderful 
after-dinner 
speaker,” rem inisces the judge, 
“By that I m ean that e v i r y 


W MÙ0W on the RANGE 


É 
| 
| 
4 
^ 
n o r m a n a . f o x ■ 
C o p y r ig h t, 1949, b y N o r m o n A fot 


D itln b u to d b y K in g P*ofur#) Syndical* 


CHAPTER 
NINETEEN 
' 
IN THIS crowded moment, while 
Stoll sighted along his gun barrel 
at the colonel, there was all the 
time a man needed for remember­ 
ing. Stoli could look forward and 
backward at the same time, and 
the things that were behind needed 
no recalling, they had stayed too 
poignantly alive. But ahead . . . 
The colonel stiff in a coffin, a 
coroner's jury, mostly tn denim, 
listening stolidly. 
Testimony of a 
thunderous night and many men 
with nate in them, some with guns 
within reach. 
One of Hammer’s 
c r e w — possibly 
the 
foreman — 
kneading his sombrero in his hands 
and saying, “Enem ies? 
Sure, the 
colonel had lots of enem iea Stoll? 
Well. Stoll was never allowed on 
Hammer, but none of us rightly 
knew what the trouble was about. 
Unless it might be old Tom Fea­ 
ther .. 
That 
was the only risk, that 
someone might figure out that the 
bullet had been tired from above 
and for a while the finger of sus­ 
picion might be pointed. Yet tt was 
only the shadow of a risk, and 
thus this was Stoll’s moment, and 
the colonel was there tn his sights. 
And then Stoll lowered the gun 
unflred and let it slip from his An­ 
gers and clatter to the floor, and a 
torrent of emotion 
was shaking 
him, threaded by only one coherent 
thought: Not ye ti Not yet! 
The colonel wheeled his norse 
ana spurred It along the street, 
still brandishing his gun; his crew 
fell .n behind him, and they left 
T a m e r l a n e as they had come, 
crowding their horses, filling the 
air with thunder. 
StolJ w a t c h e d them go. 
He 
beard men hurrying from the cover 
of doorways and the slots between 
buildings, but he was blind to what 
there was to see, and deaf to what 
there was to hear. 
For a long time he merely sat, 
and finally the trembling went out 
of him, and he reached to the 
chessboard and fingered the pieces 
and was satisfied with mmselL He 
had had his temptation; he had 
overridden it, and there lay the 
great satisfactlon—he had not sold 
himself short- 
After a while he heard the door 
below open and close again; ne 
heard boots move across th# drug 
store floor and the stairs creak 
The man who framed himself in 
the doorway to Stoll’s living quar­ 
ters was square-cut 
and had 
a 
brutish hunch to his shoulders and 
he favored one leg, putting his 
weight on the other. 
Stoll 
said. 
“Nobody 
saw 
you 
come in ?“ 
Brule shrugged. 
“1 don't think 
so.” He waited a m om ent “A hot 
UopyngM. UHth 


time in the old town tonight. 
c* !, 
, . 
-V.wv«* upvii a V 
faioii said, 
But their bird had stood against one wall. 
Its cage. 
Now 
why was 
flown 
that? 
Brule said, “1 wouldn’t know. 
The colonel certainly kicked over 
a 
hornet’s 
nest. 
A 
dozen 
men 
could have got him fair and square. 
Ain’t their any guts in these sod- 
busters?” 
Stoll 
said, 
“I’m 
beginning 
to 
wonder.” He stiried himself in the 
chair. “I’ll go down and lock the 
front door. 1 don’t want some fool 
walking in nere and finding you.” 
Brule grinned. ”1 might be after 
medicine for a snake bite." 
“Yes," Stoli said. “You m ight.” 
He lost nimselt in reflection for a 
moment. “If you were Brian Ives, 
and you decided to walk out of 
jail, where would you head?” 
Brule gave this his careful con­ 
sideration. “The Sombra Hills," he 
said then. 


When Brian Ives, groping In the 
darkness before dawn, found his 
way across the gallery of Ham­ 
mer’s ranch-house to the door, he 
knocked upon it. This was the only 
home 
He'd 
ever 
known, 
yet 
ne 
knocked upon the door. 
The dog 
had accepted him: the dog cam»- 
with him to the gallery, nuzzling 
at his hand and whining softly. 
Ho found a strange comfort in 
that. But the silence still held, the 
silence still clamored, and the first 
dread 
remained 
with 
nim. 
He 
knocked again, then listened in­ 
tently. 
Someone 
moved 
in 
thr 
depth of the house. 
He heard the 
bar lifted; the door opened and 
Tana stood there. 
He said, “It’s me— Brian," 
She 
wore a flowered dressing 
gown over ner nightgown. In her 
right hand was a Colt’s forty-five: 
it looked big and ponderous and 
all out of proportion. 
She looked 
at him, not saying anything: and 
then the gun sagged until it was 
pointed at her feet, and she tee­ 
tered, and his fear was that she 
was going to faint. 
She said, “Come tn. 
Oh, come 
In!" 
He moved Into the house and 
closed 
the 
door 
after 
him 
and 
dropped the bar back into place. 
He could sense that she was mov­ 
ing in the darkness; he heard a 
match scrape and a lamp threw 
its circle of ligh t 
They v ere in 
the house's biggest room: it was a 
room of books and rawhide-bot­ 
tomed chairs, centered by a table 
littered with magazines. 
Some of 
these were stockm en’s journals, a 
few copies of Godcy a Lady'» Book 
were lying in view. 
Tana placed 
the gun on the table: her black 
hair, braided for the night, hung 
In two braids down her back. She 


seated herself upon a divan which 


or Norman a. Voa. 
Dutnt-uteo Cry King Faauirca Hyniieata. 


She said, “You got out of Jail?" 
lie said quickly, “Cory Lund’s 
alive. 
He got a slug in his arm. 
He managed to make it to Fea­ 
ther’s shack. His sister found him 
there. She came to town for me. 
Benedict 
was careless 
with the 
key, and there was no trouble. I 
dug the slug out of Cory." 
She 
rocked 
back 
and 
forth. 
"Knowing that might nave made 
all the difference," she said hope­ 
lessly. 
“A few hours ago." 
“The colonel’s gone?" He waved 
an arm aimlessly, taking in the 
entire house, 
“Everyone’s gone. To Tamerlane. 
To snatch you out of Jail." 
He remembered the guns then; 
he remembered wanting to turn 
back to Tamerlane and Marybelle 
urging him to go on to the hills. 
He began pacing the room. "The 
colonel will have blown the lid 
right off!" he said. 
“He was a madman after Rod 
rode away with you in the after­ 
noon," Tana said. 
"For a long, 
long 
time, 
ne just 
sat staring. 
Then ne took to pacing like » 
caged tiger. 
He didn’t touch his 
supper. 
Afterwards he called the 
crew to the gallery and gave them 
orders. They saddled up and left. 
That was hours ago." 
Ives measured time and distance 
in his mind and said, “They found 
me missing, of course. Then why 
aren’t they back?" But he knew 
why they weren’t bark; he knew 
where Carradine would have car­ 
ried his search. He said, his voice 
empty, 
"The colonel 
must 
have 
supposed 1 
was whisked out of 
town. 
If he’s gone to the nester 
settlem ent to search every shack, 
wc might as well figure that the 
war's on." 
Tana said, “Yes . . . yes ..." 
Ives made a fist and beat tt 
against his left palm. 
He said. 
That isn't at all the way you 
hoped It would be, is it? You eent 
for me to save him from his own 
folly; but because I came here, the 
lid blow off." 
“That w asnt your fault," ehe 
said. 
“I heard what you said to 
hire on the gallery this afternoon. 
It was everything that could have 
been said. Yes, I hoped that you’d 
be able to show him that he waa 
heading to hi» own destruction. I’d 
tried and failed. Lately, he’» treat­ 
ed mo the way he used to treat you 
— with a cold politeness. 
Each day 
we’ve grown further apart. So in 
desperation 1 wrote to you." 
Ho said, “What did you think I 
could do, really?” 
, 
S e sa: I. “Who else could I have 
turned to?" 
(To Be Continued) 


Grab Bag 


THE ANSWER, QUICKI 
1. Does the 
President of the 
United States sign a constitutional 
amendment? 
2. Through what national cap­ 
itals do these rivers flow: the 
Thames, the Potomac, the Tiber 
and the Seine? 
3. Who was the founder and or­ 
ganizer of the National Red Cross 
in the United States? 
4 What is a pilaster? 
5. In the Bible, what unusual 
weapon did Samson us** in a fight 
against the Philistines? 
YOUR FUTURE 
Forlunes should revive quickly 
In the next few months. Seize any 
opportunities that present them­ 
selves. F i n a n c I al success Is 
prophesied 
for 
the 
child 
born 
under these Influences. 


He took Ms pisee tn th» London 
of William and Mary quickly 
He 
had some poems published, it was 
in 1693 that his fim<’ really be­ 
gan, with the app»arance and in­ 
stant sucre.«« of this .same com­ 
edy, Ttle Old Bachelor, Lot e lor 
Love has been produced recently 
in small, semi-profe.saional play j 
houses. 
The Mourning Brid», a 
tragedy, was put on when he was j 
manager of a new London the- | 
ater. 
His H’oy of the World is 
said to be unequalled and unap* | 
proaehed in its excellence and wit. 
He died on Jan. 19, 1729. 
Can I 
you name him? 


The Virginian and Marriage Play­ 
ground were others tn which she 
played. After 1930 ahe played in 
The Kibitzer, Light oj the Heat- 
trn Stare, Only the Brave and the 
last, listed in 1937, la The Affaire 
of Cappy R\cke. Who is she? 
(Mmii t t bottom ot column i 


HAPPY BIRTHDAY 
Today’s /elicitations go to Mau- 
rtrr Sterne, painter and sculptor, 
and Mickey Walker, former borer. 


-She wa>i born in Corsicana. 


WATCH YOUR LAP IOUAGE 
HERITAGE — <H ER-i-tlj) — 
noun; that which is ir iherited; in­ 
heritance; hence, the 
lot, condi­ 
tion or status into w hich one is 
born; 
birthright. 
C >rigm: 
Old 
French from //rriier* - to inherit, 
from Late Latin — 
Hereditäre, 
from Latin—Hert», h eir. 


Tex., Feb. 17. Educated in gram­ 
mar and high school in Dallas, 
Texas, she specialized in drawing 
and costume designing. 
She en­ 
tered pictures in 1924. and ployed 
Wendy in Pstcr Pan— you sur* !y 
remember that! Big Killing, Var­ 
sity, Partners nt Crinu 
Sonu one 
to Love, Black Wafers, The Man 
/ Love, The River of Romance, 


HOW D YOU MAKE OUT? 
1 No. 
having 
passed 
both 
houses of Congress, a resolution 
proposing an amendment to the 
Constitution goes to the states to 
be ratified. 
2 London, Washington. Rome 
and Paris 
3 Clara Barton. 
4 A rectangular column, espec­ 
ially one engaged in a wall. 
5 The jaw-bone of an ass. 
U*uu 
I 
*A*JSUOO UJllll! w~t 


C ircleville b usin essm en w ere 
said 
“ B artiu n iized ” 
by 
tw o j 
young w om en who 
m ade 
off 
with a sizea b le roll of cash. 


IT HAPPENED TODAY 
1859 — .Sidney 
Webb, 
English 
Socialist and author, born. 1863 
— Late 
Mary 
Anna 
Woolley, 
American educator, born. 1 9 4 4 - 
In World War II, Russian troops 
regained 
Vilna 
from 
Germans. 
1945— United State« fleet began 
bombardment of Japan. 1945 — 
Alla Nazimova, Russian-born act­ 
ress, died. 


FOLKS OF FAM E—GUESS THE N A M I 


1—He Is called the “greatest 
English master of comedy." He 
was born at Bardsey, near Leeds, 
England, and baptized on Feb. 10, 
1670. He was educated in Ireland, 
and in 1690, to amuse himself, he 
wrote a play, T ic Old Bachelor, 
during convalescence from Illness. 


tim e I spoke to her, she w as 
after a d in n er.” 


Paul Gibson knows a bell ring­ 
er who got tangled up in 
h i s 
rope and tolled him self off. May­ 
be he's related to 
Pyke 
John­ 
son ’s prevaric ating dentist who 
m ade his own teeth and 
now 
has to lie m them . 


M 
E A T P R IC E T x 
Fresh Ground 
HAMBURGER 
« 49c 
Choice 
CHUCK ROASTS 
-59c 
SIRLOIN STEAK. . . . . - 73c 
Homemade 
PORK SAUSAGE 
- 55c 
FRESH SIDE 
- 39c 
PORK LIVER 
- 35c 
SMOKED JOWL 
- 29c 
FRANKS 
- 33c 
Spiced 
LUNCHEON MEAT 
- 49c 
CHOPPED HAM 
- 79c 
Dailey’s Meat Mkt. 
116 E. MAIN ST. 
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STATEHOOD TO WAIT 


BILLS which would authorize state- 
r Alaska and Hawaii appear destin- 


Herbert Hoover, in one of the most signif­ 


icant speeches in his long career, in honor 


cf William Allen White, established Soviet 
Russia as an outlaw nation. He sad: 


“They have in so short a time violated 
over 35 solemnly 
signed 
treaties. 
They 
have subjected a dozen nations and 600 
million human beings in other nations to 
slavery. Their persecution of all religious 
leaders has never ceased to this day. E x­ 
cept to the blind, there stands out the cun­ 
ning “dodges, tricks, 
unlawful 
methods, 
and veiling of the 
truth" 
by 
which 
the 
Democratic leaders were fooled at Teher­ 
an, Yalta and Potsdam. And I could also 
remind you that today there are unending 
columns in every nation.” 


And this is not all. Hoover went further 
to say: 


“Still more tragic for five years the Uni­ 
ted Nations has with the Kremlin’s gospel 
been made an instrument to destroy peace 
and to provoke fear and hate among and 
within nations of 
the 
earth. 
Forty-two 
times Soviet Russia has used its veto to 
thwart important efforts 
toward 
peace. 
The Kremlin representatives have denied 
membership in the United Nations to nine 
anti-Communist nations. Thirty-four tim es 
they have walked out of meetings in an ef­ 
fort to coerce the members into accepting 
Communist China into its very seat of pow­ 
er—the Security Council with it another 
veto.” 


In a word, here is an utterly new experi­ 
ence. a nation that assum es no obligations, 
lives up to no contracts, renounces treaties 
without notification, makes war without 
warning, abuses every privilege in other 


eel to die in the Senate wastebasket, unless 
something happens to change the minds of 
Senate leaders. There seems to be agree­ 
ment on both sides of the party aisle that 
the statehood bills are not to be 
listed 
among 
the 
measures 
which because of 
their importance must be dealt with be 
fore adjournment. 
This is a strange fate for 
proposals of 
such significance and ultimate importance 
to the entire nation. They involve the ques­ 
tion whether the United States has become 
a finished nation, with its boundaries firm­ 
ly fixed around the contiguous continental 
area. They involve the question whether 
the desires of the citizens of the two terri­ 
tories are to be given due consideration in 
determining future 
status 
and 
develop­ 
ment. or whether they are to be kept in 
subordinate dependency. Thev involve the 
question whether we still stand, before the countries and provides none in its own. It | 


rest of the world, for governments “deriv­ 
ing their just powers from the consent of 
the governed.” 
It is hard to agree with the opinion that 
these questions arc of less import than an 
August holiday and three full months of 
campaigning before election. 


“Thought I’d freshen up a bit.” 


DIET AND HEALTH 


Watch for Danger Signals 


By HIRMAN N. BUNDESEN, M D. 


IN late winter and early spring, 
many young children are subject 
to infections which have much 
In common with an ordinary cold 
but are really more serious since 
they are accompanied by an ele­ 
vation of temperature, usually 


all of which require careful ex­ 
amination and special tests to 
Identify. 
Only recently have doctors be­ 
come aware of another condi­ 
tion which may — and perhaps 
most frequently does — account 
for prolonged fevers in children 
It has been found that many 


VACATION CITY 


is impossible quite to know how to do the 
ordinary business among nations with one 
of such a character. No rules exist, no p r e -1 
cedents hold, no sure way can be found to I 
conduct any relations with them of any na- i 
ture. 
But the fact is that that has always been \ 
true as regards Russia. Not since 1917, has j 
it ever been different. Perhaps it is in the i 
nature of the Russian, in tile very center of 


lasting for from one to five days, children who ran temperatures 
These Infections of the nose, I 2Icr a,L°ng P ^ o d o f tlme showed 
throat, or bronchial tubes usually 
pass without incident, but, un­ 
fortunately, a percentage of the 
youngsters who acquire them do 
not recover completely. 
Their 
temperature hangs on unduly 
beyond the acute phase of the at- 


no evidence of the serious dis­ 
eases mentioned above. It was 
concluded, therefore, that the 
cause was to be found In a 
chronic infection of the nose, 
throat, or bronchial tubes. 
This particular condition gen­ 
erally Improves with time and 


months IiT addition 
huh Plenl>’ ° f rest and a diet contain* 
sh.m-t him 
J? 
thf child ! 
a11 the necessary food ele­ 
a n o r little appetite, and grows men ., as well as being nrh in 


p la c e 
natioi 
tioms 
or in 
in ti 
iieeki 


SUMMER resorts and quiet c o u n t r y j E u r a s i a n continent, to 
assum e 
that 
every other country is his enemy. 


Perhaps it arises from the many invas­ 
ions of what is now called Russia out of 
Europe and Asia. Perhaps it is a sense of 
inferiority to the greater achievements of 
Western Europe. Perhaps it is the normal 
workings of Marxian dialectical material­ 
ism in world history. 


Whatever the reason, this is the Russia 
which the United States has been trying to 
appease, to win over to the family of na­ 
tions, to satisfy. 
This 
is the Russia 
to 
which this country contributed $11 billion 
during the war, as a goodwill offering, as 
an act of friendship. This is the country to 
which at Teheran and 
Yalta, 
Roosevelt 
made so many concessions. 


Many knew that as our relations with 
Russia were 
being handled, 
little 
good 
could come of it. Both Herbert Hoover and 
William Allen White understood that out 
of their vast experience. Hoover says of 
this: 


(Continued on P a g e l l ) 


airy mountain retreats and wooded 
I parks all call the Summer vaca- 
but those who live in rural districts 
nail towns are attracted to the cities 
Summer. The mecca of most city- 


21 vacationers is New York. 


The great city has air-conditioned am use­ 
ment spots, roof-garden dining places and 
cool museums for sight-seers. A boat trip 
around 
Manhattan Island is breezy and 
pleasant, and gives the tourist a co-ordi­ 
nated view of the city. The top of a Fifth 
Avei 


pale and Irritable 


Danger Signals 


These are danger signals and, 


vitamins. 
Tile other diseases which we 
have discussed, rheumatic fever. 


if they last for m ore'than two I 
lnfectiou8 mono* 
weeks, they should be a genuine usually r e se n d 
cause for concern on the part of 
pJ opor 
both parents and doctor. The 
? •' 
latter is faced with the response ! 


tuberculosis, all 
to proper 


is st I 
from 
on th 
furni 
mg I 
half i 
and < 
relax 


A 


an a' 
stiiru 
visit' 
a vat 


Ha 
frien 


e bus. though not open as formerly, 
ll with windows down, an airy perch 
which to view the city. A return trip 
e Staten Island ferry in the evening 
?hes a beautiful picture of the tower- 
ighted buildings. Beaches are within 
in hour’s ride from the center of town. 
i boat trip up the Hudson provides a 
inc day spiced with beautiful scenery. 
a vacation spot, New York furnishes 
mosphere which can be 
restful 
or 
dating, according to the taste of the 
ir. Isn’t that true of most places where 
ation may be spent? 


bliny of determining the 'exact I S S jIL iw 
l? real' 
cause of the elevated tem pera- j L f lod I t L 
* P 
nged 
ture. In establishing an accurate ^ 
1 
*' 
diagnosis, he must consider four 
QUESTIONS AND ANSWERS 
or five different conditions, some 
A Reader: My Breasts become 
of which are serious, and make very sore and tender before my 
sure that no grave illness has menstrual periods. Please advise 
j!*1" 
by the recent j 
Answer: Pain In the breasts, 
acute infer Ion. 
which occurs Just before the men- 
Among the things to be con- strual periods, has been thought 
sidered 
are 
rheumatic 
fever, to be due to some disturbance in 
tuberculosis, undulant fever, and I the glands of internal secretion: 
Infectious mononucleosis, none j possibly to a lack of ovarian ex- 
of which Is easy to diagnose, and tract. 


Looking Back In Pickaway County 


FIVE YEARS AGO 
Ashville Girl 
Scout 
Troop 
celebrated its first birthday VV 
nesdav. 


Sowers r a n k e d first and s e c o n d I 
Friday in the 
WPA 
five 
mile J 
bicycle race. 


y words may si 
i hips. 
nv down the best of 
Being kind t< 
memberinp th; 
i dumb animals includes re- 
it they can’t be expected to 
steer to the right side of the road. 


A 61-inch rattlesnake was re­ 
portedly killed 
in 
a 
wooded 
area near I.aurelville today by 
Harry Riddle. 


Admiral Halsey 
today 
w a s 
searching for the hidden Japan­ 
ese fleet just off Japan. 


TEN YEARS AGO 
Marion 
Sowers 
and 
Donald 


C ircleville Kiwanis H ub will 
m eet Monday at Wayne Hoov­ 
ers’ where it has 
established 
its ’‘boys’ cam p .” 


Mr. and Mrs. Dudley Carpen­ 
ter ano Mr. and 
Mrs. 
William 
Goodchild left Saturday to vaca­ 
tion in Houghton Heights, Mich. 


\ 
DV *ORh 
arrie* hit 
his bed at st 
covered that first 
it v 
then 
the r 
editions i w] 
my telephot 
and I disco 
6:30, the rn 
Pegeen Fill 
gram in the 
Pierre. 
The hush 
by now a r 
really nays* 
originated t 
vastly ess ie 
• nd they are a departure fro 
do eat breakfast while they’ri 
*>nd breakfast, since they usua 
tout it is food and they hi 
one of breakfast, with th 


g to 
Finch 


A reporter s duty to his readers 
far afield and arouses him from 
nge and unlikely hours. 
I dis- 
about ten years ago when my 
b« gait tailing me at 3 o’clock in 
:o up to Sing Sing and cover cx- 
the ultimate ripping-out of 
happiest days of my life), 
d it anew today when I arose at 


* of the night, to watch Ed and 
al l do their breakfast radio pro- 
uite on the 38th floor of the Hotel 


led 
id ti 


Pegeen 
Fitzgerald 


ii ll 


takt 
* tis 


fe leant 
o v er 
the ladto 
is j 
ablu tion , and, 
all in all, a 
one 
But the F itzg era ld s, w h o i 
whole thing e ig h t y e a rs ago, are j 
than their co n tem p o ra ries J 
ition in th a t th e y actu a lly J 
» me air. Of course: it s their acc- 
arise at 6 to g o on the air by 8:15, 
eat it. in tact, the w h ole a tm o sp h ere is 


c r bright and charry th r o u /h w ? !!^ L V 
kind 
o n . rn m y b f . . h o . . . r, „ | y , J , I 
' 'nk 
*v " m «‘ 
■ 
, ‘ 
. 
cneery in the morning Personally 
I nevi r speak to anyone before ll 


bn ai tty*L ’ 
lht '",0" 
It new It 
a a I ! 
^ 
i B 80 pronounced that hefore I 
PC Fl-trSA 
11 
I DST I1:' tI O CJT I n ! (* r VT W I ft & ♦ Et 
* 
them, I w a s on th e p rogram being 
ham I am. 
Charm is th e F it z e s ’ 


’■viewing 
Interviewed and artmg like the 
middle nan 
middle name. especially the u n and statuesque Pegcen who rives 
out with .d-ltb commercia I. ,s ,f .hr 
C vl , 
J J " .. * i? ‘. 
peddling Working on on , p r e s e t. 
S S t S S T ’ 
fou like cream of chicken soup? 
‘ Mel, do 
I said, enthusiastically. I 


I Erne cream or chicken •oup," and we swing into the commercial 
on high 
It wasn t until the program was over that I collected my 
senses and realized once more the truth of the m atter. 
I hate cream 
of chicken soup. 


H Y E DAY'S A WEEK the Fitzes broadcast from their 14’a-acre 
rented island in Long Island Sound off Connecticut, called Hay Is­ 
la!.d 
I he broadcasting company sends an engineer up each morn­ 
ing arid they sit in their living room and watch the Sound w aters 
breaking on the rocky shore and they talk about the night-bloom- 
hcron, or whatever new fauna they have discovered, and have a high 
old time 
The sixth day they come into New York to do the prog- 
ram. catch up on shows, see their friends and listen to the seals 
larking in the Central Park zoo, which is practically under their 
hotel widow. 
Sometim es they even stick the mike out the window 
° '^t ir listeners can hear the seals, too, and I imagine this results 
in numerous phone calls about what was Godfrey doing on the 
program. 
\n air show' couldn't be more Informal than the Fitzgeralds*, but 
even so it lepresents a bit of a strain. 
"We get up at 6.** Pegeen 
explained to me. "not because we need time to prepare the program, 
l>e< ausc we don t. But w e’ve got to work ourselves into a pleasant 
state of mind ” 
‘ And sometimes we don’t," Ed broke In. 
And then when w e’re on the air. we rattle on so leisurely about so 
mary things that we have to guard against abandoning all form at 
completely and unconsciously violating taboos.** Peg continued "For 
I once said that so-and-so didn t have a Chinaman s chance, 
anything malicious about it, arid it’s a nretty common 
Mi. but I guess if I d used my head I wouldn’t have employed 
did, and a lot of people got mad because I did. Every radio 
performer has those taboos to worry about, and when you do an 
easy-going show like ours, they’re a double headac he R.ght now for 
instance, I feel as if I ve just done a KOod day s washing ** 


THE UK K KE is ONE OF OI It most high-faluting hotels, as con­ 
trasted to the lower-faluting hotels, but the atmosphere in the Fuzes* 
ar' 
7 
morning is com pletely a hack-home one. Ed nutters 
around, ooks out the window, reads the paper, once in a while gets 
bac k to the mike to plug a coffee sponsor -P eg een hate* the sm ell of 
coffee and ne\er has tasted it—and their notes 
Hie breakfast table in disorderly fashion. 
years ago. Ed and Pegeen were so convinced that breakfast nroertm i 
should really originate at home that for three seasons they pa nj the 
lim charges 
t hat s the expense of doing the show at h om e-th em - 
selves. at 90 bucks a day They finally convinced the broadcasting 
people, fend now life is somewhat leas costly And 
' 
cheerful. Even at 5.15 a. IU., 


TWENTY - FIV E YEARS AGO 
Motor Transport Corps 145 left j 
for Camp 
Perry 
today 
under j 
: command of Lieut. Frank L ittle-1 
‘ ton. 


C ircleville businessm en were 
said 
‘ B arnum ized’’ 
by 
two 
>ouug wom en who 
made 
off 
with a sizeable roll of cash. 


Motorcycle Officer Will 
Mc- 
Crady Sunday arrested an A sh -; 
Ville speeder who “ tried to pass 
every auto 
on 
North 
C o u r t 
street.” 


instance 
There w 
expression. 
it. But I 


SHADOW on theDAN GE 


NORMAN A. FOX 


C o p y rig h t, 1949, by N o rm a n A f a t 


D n tr ib u to d b y K in g P o a tu ro t Syndics)* 


CHAPTER 
NINETEEN 
* 
IN THIS crowded moment, while 
Stoll sighted along his gun barrel 
at the colonel, there was all the 
time a man needed tor remember­ 
ing: Stoll could look forward and 
backward at the same time, and 
the things that were behind needed 
no recalling, they nad stayed too 
poignantly alive. But ahead . . . 
The colonel stiff in a coffin, a 
coroner’s jury, mostly rn denim, 
listening stolidly. 
Testimony of a 
thunderous night and many men 
with hate in them, some with guns 
within reach. 
One of Hammer’s 
c r e w — possibly 
the 
foreman — 
kneading his sombrero in his hands 
and saying, "Enemies? 
Sure, the 
colonel had lots of enemies. StoU? 
Well. StoU was never allowed on 
Hammer, but none of us rightly 
knew what the trouble was about. 
Unless it might be old Tom Fea­ 
ther .. ." 
That was the only risk, that 
someone might figure out that the 
bullet had been fired from above 
and for a while the finger of sus­ 
picion might be pointed. Yet it was 
only the shadow of a risk, and 
thus this was Stoll's moment, and 
the colonci was there in his sights. 
And then Stoll lowered the gun 
untired and let it slip 'rom his fin­ 
gers and clatter to the floor, and a 
torrent of emotion was shaking 
him, threaded by only one coherent 
thought: Not yet/ Not yet! 
The colonel wheeled his norse 
ano spurred it along the street, 
still brandishing hts gun: his crew 
fell .n behind him, and they left 
T a m e r l a n e as they had come, 
crowding their horses, filling the 
air with thunder. 
StoU w a t c h e d them g a 
He 
heard men hurrying from the cover 
of doorways and the slots between 
buildings, but he was blind to what 
there was to see, and deaf to what 
there was to hear. 
For a long time he merely sat, 
and finally the trembling went out 
of him, and ne reached to the 
chessboard and fingered the pieces 
and was satisfied with nimself. He 
had had his temptation: he had 
overridden it, and there lay the 
great satisfaction—he had not sold 
himself short. 
After a while ne heard the door 
below open and close again; ne 
beard boots move across the drug 
store floor and the stairs creak. 
The man who framed himself in 
the doorway to Stoll’s living quar­ 
ters was square-cut 
and had 
a 
brutish nunch to his shoulders and 
be favored one leg, putting bis 
weight on the other. 
StoU 
said, 
"Nobody 
saw 
you 
come in?" 
Brule shrugged. 
"I don’t think 
sa" He waited a moment. “A hot 


u h s . 


time in the old town tonight." 
StoU said, "But their bird had 
flown 
its cage. 
Now 
why was 
that ?** 
Brule said, "I wouldn't know. 
The colonel certainly kicked over 
a 
hornet’s 
nest. 
A dozen men 
could have got him fair and square. 
Ain’t their any guts in these sod- 
busters ?" 
StoU 
said, 
“I’m 
beginning 
to 
wonder." He stiried himself in the 
chair. "I’ll go down and lock the 
front door. I don't want some fool 
walking in nere and finding you." 
Brule grinned. “I might be after 
medicine tor a snake bite." 
’‘Yes,*’ StoU said. 
"You might." 
He lost mmselt in reflection for a 
moment. "If you were Brian Ives, 
and you decided to walk out of 
jail, where would you head?" 
Brule gave this his careful con­ 
sideration. "The Sombra Hills," he 
said then. 
• 
• 
• 
When Brian Ives, groping in the 
darkness before dawn, found ms 
way across the gallery of Ham­ 
mer’s ranch-house to the door, he 
knocked uport it. This was the only 
home 
he’d 
ever 
known, 
yet 
ne 
knocked upon the door. 
The dog 
had accepted him: the dog came 
with him to the gallery, nuzzling 
at his hand and whining softly. 
He found a strange comfort 
in 
th a t But the silence still held, the 
silence still clamored, and the first 
dread 
remained 
with 
nim. 
He 
knocked again, then listened in­ 
tently. 
Someone 
moved 
in 
the 
depth of the house. 
He heard the 
bar lifted: the door opened and 
Tans stood there. 
He ssid. "It’s me— Brian.* 
She wore 
a flowered dressing 
gown over ner nightgown. In ner 
right hand was a Colt's forty five; 
It looked big and ponderous and 
all out of proportion. 
She looked 
at bim, not saying anything; and 
then the gun sagged until It was 
pointed at her feet, and she tee­ 
tered, and his fear was that she 
was going to flint. 
She said, "Come in. 
Oh, come 
m r 
He moved Into the house and 
closed 
the 
door 
after 
him 
and 
dropped the bar back into place. 
He could sense that she was mov­ 
ing in the darkness; ne heard a 
match scrape and a lamp threw 
its circle of light. 
They v ere in 
the houses biggest room; It was a 
room of books and rawhide-bot­ 
tomed chairs, centered by a table 
littered with magazines. Some of 
these were stockmen s journals; a 
few copies of Godcy a Lady * Book 
were lying in view. 
Tana placed 
the gun on the table: ner black 
hair, braided for the night, hung 
In two braids down her back. She 
ar n o n e ax A. Sos. 
Out ri buteo Bf Kins F 


seated herself upon a divan which 
stood against one wall. 
She said, “You got out of Jail?* 
He said quickly, "Cory Lund’! 
alive. 
He got a slug In his arm. 
He managed to make it to Fea­ 
ther’s shack. His sister found him 
there. She came to town for me. 
Benedict 
was careless with the 
key, and there was no trouble. I 
dug the slug out of Cory." 
She 
rocked 
back 
and 
forth. 
“Knowing that might nave made 
all the difference,” she said hope­ 
lessly. 
“A few hours ago." 
"The colonel's gone?" He waved 
an arm aim lessly, taking in the 
entire house. 
"Everyone’s gone. To Tamerlane. 
To snatch you out of jail." 
He remembered the guns then; 
he remembered wanting to turn 
back to Tamerlane and Marybelle 
urging nim to go on to the hills, 
He began pacing the room. "The 
colonel will have blown the lid 
right off!" he said. 
"He was a madman after Rod 
rode away with you In the after­ 
noon,*' Tans said. 
"For a long, 
long 
time, 
ne 
just 
sat 
Suring. 
Then he took to pacing like a 
caged tiger. 
He didn't touch his 
supper. 
Afterwards he called the 
crew to the gallery and gave them 
orders. They saddled up and left. 
That was hours ago." 
Ives measured time and distance 
in his mind and said, "They found 
me missing, of course. Then why 
aren't they back?" But he knew 
why they weren’t back; he knew 
where Canadine would have car­ 
ried his search. He said, his voice 
empty, 
“The colonel 
must 
have 
supposed I was whisked out of 
town. 
lf he’s gone to the nester 
settlement to search every shack, 
we might as well figure that the 
war's on." 
Tans said, "Yes . . . yes .. 
Ives made a fist and beat It 
against his left palm. 
He said. 
’That Isn’t at all the way you 
hoped It would be. Is it ? You sent 
for me to save him from hts own 
folly; but because I came here, the 
lid blew off." 
"That wasn’t your fault," she 
said. 
"I heard what you said to 
him on the gallery thte afternoon. 
It was everything that could have 
been said. Yes, I hoped that you’d 
be able lo show him that he was 
heading to his own destruction. I’d 
tried and failed. Lately, he a treat­ 
ed me the way he used to treat you 
— with a cold politeness. 
Each day 
we’ve grown further apart. So in 
desperation I wrote to you." 
He said, "What did you think I 
could do, really?" 
SI e said. “Who else could I havs 
turned to?" 
(To Be Continued) 
MturM Hynueata. 
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THI ANSWER, QUICKI 
1. Does the 
President of the 
United Slates sign a constitutional 
amendment? 
2. Through what national cap­ 
itals do these rivers flow: the 
Thames, the Potomac, the Tiber 
and the Seine? 
3. Who was the founder and or­ 
ganizer of the National Red Cross 
in the United Slates? 
4 What is a pilaster? 
5. In the Bible, what unusual 
weapon did Samson use in a fight 
against the Philistines? 


YOUR FUTURE 
F ortune* should revive quickly 
in the next few m onths. Seize any 
o pp ortun ities th a t p resen t th e m ­ 
selves. K l n a n e t al success Is 
prophesied 
for 
the 
child 
born 
under these Influences. 


WATCH YOUR IAF 
HERITAGE — IH 
noun. that which Is lr 
hrritance; hence, the 
tion or status into w 
born; 
birthright. 
C 
French from Heriter- 
from Late Latin — 
from Latin—Heres, h 


IOU AGE 
ER-i-tlj I — 
ihcrittd; in­ 
lot, condi- 
hich one is 
»rigm: 
Old 
- t o inherit, 
Heredttare, 
eir. 


He took Ms pis'** In th* London 
of William and Mary quickly 
He 
had some poems published It was 
in 1693 that his fame really be­ 
gan, with the appearance and in­ 
stant success of this same com­ 
edy, TA* Old Bachelor 
Lor e for 
Love has been produced recently 
in small, semi-professional play 
houses. 
The Mourning Bride, a 
tragedy, was put on when he was 
manager of a new London the­ 
ater. 
His Hay of the World Is 
said to be unequalled and unap­ 
proached in its excellence and wit. 
He died on Jan. 19, 1729. 
Can 
you name him? 


2—She was born rn Corsicana. 


Tex , Feb. I", Educated in giam - 
mar and high school in Dallas, 
Texas, she specialized in drawing 
and costume designing 
She en­ 
tered pictures in 1924, and played 
Wendy in Peter Pan —you surely 
remember that! Big Killing, Var­ 
sity, Partners in Cr«ni», Someone 
to Love, Black Waters, The Man 
I Love, The River of Romance, 


The Virginian and Marriage PM*/- 
ground were others in which she 
played. After 1930 she played in 
The Kibitzer, Light of the West­ 
ern Stars, Only the Brave and the 
last, listed in 1937, Is The Atfatrs 
of Cappy Ricks. Who is she? 
(.Nam** at bottom of soi«ma» 


HAPPY BIRTHDAY 
Today s felicitations go to Mau­ 
rice Sterne, painter and sculptor, 
and Mickey Walker, former borer. 


HOW D YOU MAKE OUT? 
1 No, 
having 
passed 
both 
houses of Congress, a resolution 
propping an amendment to the 
Constitution goes to the states to 
be ratified. 
2 London. Washington. Rome 
and Paris 
3 Clara Barton 
4 A rectangular column, espec­ 
ially one engaged in a wall. 
5 The jaw-bone of an asa. 
Ut JU Ct' A I «a*jSu<0 cuttle w—I 


IT HAPPENED TODAY 
1859 — Sidney 
Webb, 
English 
Socialist and author, born. 1863 
— Late 
Mary 
Anna 
Woolley, 
American educator, born. 1 9 4 4 - 
In World Mar II, Russian troop* 
regained 
Yllna 
from 
Germans. 
1945— United States fleet began 
bombardment of Japan. 1945 — 
Alia Nazimova, Russian-born act­ 
ress, died. 


POLKS OF PAME-GUESS THE N A M I 


B e n n e t t C e r f ’ s 
Try, Stop Me 


I know that everybody w h o 
i reads this feature has had his 
full share of embarrassing mo- 
nic’nte, but I wondei if any of 
J you found yourselves in a spot 
to compare to a friend of mine 
! who met a lady at a concert re­ 
cently, 
and between numbers, i 
tapped her on the shoulder and i 
murmured, “ Beg pardon, 
b u ti 
your stockings appear to be bad- j 
iy wrinkled.” The lady shot him 
a look of unadulterated hatred I 
and answered, “ I’m not wearing j 
backings this evening. 


I —He Is called the "greatest 
English master of comedy." He 
was born at Bardsey, near Leeda, t 
England, and baptized on Feb. IO, 
1670. He was educated in Ireland, 
and in 1690, to amuse himself, he 
wrote a play, The Old Bachelor, 
during convalescence from illness. 


are spread all over 
When they began eight 
J ad ge 


always, apparently, 


W a l t e r 
McKinnan j 
boasts” that he knew Anna Held 
long ago when both of them w’eie 
youngsters on the way up. 
Anna 
w a s 
a 
wonderful 
after-dinner 
speaker,” rem inisces the judge. 
“By that I m ean that e v < r 
y 
t 


time I spoke to her, she was 
after a dinner.” 
* 
• • 
Paul Gibson know's a bell ring­ 
er who got tangled up in 
h i s 
rope and tolled himself off. May­ 
be he s related to 
Pyke 
John­ 
son's prevaricating dentist who 
made his own teeth and 
now 
has to lie rn them. 


' 
r / —J 
h ^ 
B I B 
J j J 
* 


F r e s h G round 
HAMBURGER 
- 49c 
Choice 
CHUCK ROASTS 
- 59c 
SIRLOIN STEAK. . . . . * 73c 
Homemade 
PORK SAUSAGE 
* 55c 
FRESH SIDE 
- 39c 
PORK LIVER 
* 35c 
SMOKED JOWL 
- 29c 
FRANKS 
-33c 
Spiced 
LUNCHEON MEAT 
- 49c 
CHOPPED HAM 
- 79c 
Dailey’s Meat Mkt. 


116 E. MAIN ST. 
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Good Start Is Reported 
'For Brownie Scout Cam p 
Summer Activities Card 


Open House 
Due Friday 


“Off to a good rolling start” 
was what Mrs. A. P. McCoard 
(|had to say about the first day of 
Brownie Summer activities pro­ 
gram which started Tuesday in 
Girl Scout Lodge in Gold Cliff 
Park. 
Mrs. McCoard, chairman of 
Summer 
activities 
committee, 
was enthusiastir about the 1950 
setup, 
Mrs. 
Foster 
Rinehart, 
trained leader from Ross County 
Girl Scout headquarters, is di- 
«recting and coordinating the pro- 
gram. 
Seventy of the 71 Brownies reg­ 
istered 
for 
Day 
Camp 
were 
ready to start from Girl Scout 
headquarters 
in 
St. 
Philip’s 
Episcopal parish house at 9:30 
a. m. Tuesday. Day Camp will 
continue through Friday, culmi­ 
nated with “open house.” 
Summer activities committee 
members say they are pleased 
‘h the timing of the full pro­ 
gram. 
One 
member 
reported 


Calendar 


THURSDAY 
PICNIC OF PAST MATRONS 
and 
Patrona Club 
of OES, 
home of Mr. and Mrs. Homer 
Reber of Walnut Township, 
6:30 p. m. 
BERGER 
HOSPITAL 
GUILD 
12, home of Mrs. Wayne Luck- 
hart, Saltcreek Valley, 8 p. m. 
LADIES AID S O C I E T Y OF 
Robtown EUB church, 
home 
of Mrs. Chessy Hedges, Rob­ 
town community, 2 p. m. 
F R I D A Y 
PICNIC, 
PAST PRESIDENT’S 
club, DUV, cottage of Mr s . 
C. O. Kerns, Stoutsville Camp­ 
ground, 6 p. m. 
SUNDAY 
FAMILY 
REUNION 
OF DE- 
scendants of Henry and Julia 
Ann Kerns. Ted Lewis Park, 
noon. 
PICNIC, FIRST EUB CHURCH 
Harper 
Bible Class, 
Mound 
City Park, near Chiilicothe, 5 
p. m. 


SUMMER COAT AND DRESS 
COSTUME—Serves 
many 
pur­ 
poses. It’s by a New York de­ 
signer. 
Full-but-belted coat of 
bright red crepe is sleeved to the 
elbow, and lined in gray and 
white striped crepe. 
Matching 
short-sleeved dress of chiffon over 
crepe is beltec^ in the fabric. 
(N. Y. Dress Institute Photo) 


Man Honored 
On Birthday 
Fifteen persons were present 
for the surprise party given m 
honor of Howard Bookwalter of 
Adelphi on his birthday anniver­ 
sary Monday in the Bookwalter 
home. 
_. 
, 
. 
- * 
. 
Present beside Mrs. Bookwalt- 
- ............•• 
I 
Six group chairman of contact 
. , 
Ur„rr,„ri 
Miss Carol Leist, swimming | and 
transportation 
committee 
antJ 
i M 
r 
^ ¡recto r, reported a beginners’ . were 
appointed Tuesday 
eve- ! 
p 3’"? 
« ‘ anri 
i 
’ass of 40 Brownies 
Miss Re- ning when Miss 
Clara Lahoust 
S , 
__ 
g:na Thornton and Shirley Dun- | 0{ Watt street entertained Loyal 
lap are in < harge of the begin- , Daughters Class of First Evan- 
n*-r&. Miss L* ist teaches the in- gelical United Brethren church. 
Vr mediate class of 22 and Miss 
Mrs. Frank Hawkes, c l a s s „ 
r 
o 
Mary Ellen Reid is responsible ] president, named Mrs. Robert 
#afIryI 1 »r‘dUg“ dnQ 
* 
for the six Brownies in advanc-i Arledge, Mrs. George Ankrom, i 
OI naii*w ue-# 
# # 
ed swimming. 
Mrs. Russell Jones, Mrs. Jasie _ 
. . . 
_ _ 
Counselors were in charge of 
Wise, Mrs. Emmett Hinton and Q Q f Q Q f 
( j U l I d 
I I 
the small groups of eight or ten j Mrs. Ronald Nau as group chair-' 
~ 


that ‘‘everything went off at the 
scheduled hour; Everybody was p j f c f EUB Class 
punctual and cooperative. 
The program started with the 
flag raising ceremony immedi­ 
ately after the Brownies arrived. 
Swimming classes were held in 
the morning. 


Group Chairmen 
Are Selected 


ters, Elaine and Janet of Whis- 
ler; Hugh Clark Jr., 
Mr. 
and 
Mrs. Raymond McNeal and sons 
Gary and Roger, Mr. and Mrs. 


Tells Project 


*.11 keep for the duration of day | 
. reading. ‘'One H.ll from ¿ay' evVning ,0 ^erger Hospital 
en,” and Mrs. Jesse 
- 
s reading w'as e n t 
Brownie counselors in charge in- j “There’s no Place Like a Me- 
clude Mrs. Robert Hedges, Mrs. chanical Home.” 
Gunner 
M u s s e l m an. 
Mrs. 
Mrs. Hinton gave the h i g h- 
Charles Goeller Mrs, Ed Prich­ 
ard, Mrs 
R< bert Koch, 
Mrs. 
Glyn Hoover, Mrs. George Kuhn 
it i M: s F r rest Bn wn 


since the formation of the guild 
last Spring, according to Miss 


from Mrs. William Steele assist 
ed by Girl Scouts from Troop 7. 
Mrs. 
Nog git 
reported 
that 
Brown es w*re keenly interested 


Ger.tzel, Mrs Robert Griesheirn- 
er and Mrs. Judson Kochenspar- 
ger. 


In the hikes when they collected 
I 
i 
r-\ 
• 
i 
i 
from -bug. to wild John Dreisbachs 
Hosts At Dinner 


everything 
X >w ers.” 
™ Mrs. 
Noggle 
s h o wed 
the 
Brownies the nest of a field 


88th Birthday 
Is Observed 


Seated 
around 
the table be­ 
side 
the 
honored 
guest 
and 
hostesses were four c o u s i n s , 
Miss 
Margaret 
Ranck, 
Miss 
Mary Margaret Nye. Lenox Nye 


(fit »— 
. 


Miss JSlla Crum was honored 
on her 88th 
birthday anniver­ 
sary at a six o’clock dinner giv- 
. 
Mr. and Mrs. John Dreisbach en by her sisters Miss Mattie 
spa row close to the lodge. On of 
Pickaway 
Township 
were Crum and Mrs. Leslie Pontius 
W r.ru -day She planned to have hosts Sunday when a picnic din- in the Pontius home on W e s t 
bird 
study 
and 
on 
Thursday ner was held on their lawn 
High street 
trees and leaves. 
Mrs. Noggle 
Present for the 
picnic 
were 
Centering 
the 
table 
was 
a 
said the Brownies would have an Mr. and Mrs 
Nate Thompson, birthday cake with the number 
interesting nature display ready Mrs. Pat 
Whitaker, 
Mr. 
and 88 outlined in lighted tapers, 
for the Friday open house. 
; Mrs. Glenn Cooper, and daugh- 
In the crafts classes. Brownies ters. Nancy and Barbara of Col- 
n ade pins of bark with their umbus, Mr. and Mrs, Lee Dumm 
0 tnes pi nted on them. Mr s . 
of Chiilicothe and Mr. and Mrs. 
Ilf 
Ice11, who ch.ects crafts, said Harold Pontius 
and 
children, 
the Brownies will he able to com- Johnny. Linda, and Patty of the a|f of Lanrast.V and Joseph W 
plate a new project each day. 
| home 
jack of Circleville 
Mrs. Steele, assisted by Troop 
7 Scouts, taught various f o l k 
(h.rue: 
Sail> Cochran provided J 
the music for dancing. 
Mothers 
and 
f r i e n d s 
of 
Brownies will attend the finale 
of the Summer activities p ro- 
ir u m at open house from 3 to 4 
^ m. Friday. 
• 
• 
• 
25 
Countians 
Already Signed 
For Camp Trip 
Miss Genevieve Alley, home 
demonstration agent 
for 
Pick- 
jg vay County, has reported that 
registrations from widely var­ 
ied parts of Pickaway County 
have been received for Women’s 
Camp to he held July 20 to 23 in 
Tar Hollow. 
According to Miss Alley, there 
is still room for more Pickaway 
County women. 
Miss Alley said there will be 
good meals and no work getting 
tliem ready, no dish washing, 
0 ts of chance to work on crafts 
and plenty 
of 
opportunity 
to 
meet 
women 
from 
Pickaway 
County as well 
as 
delegationr 
from Ross, Fairfield, 
Hocking, 
Vinton, 
Athens, 
Pike, 
Meigs, 
Highland and Jackson Counties. 


> 
t) f K. 


(jLxtmXk 


ftfc « 


$ 2 A m 


Personals 


Omitted from the list of guests 
at Pythian Sister’s Past Chiefs 
Club picnic 
Sunday 
were 
the 
names of Mrs. Edgar Carmean, 
Miss Margie Carmean and Miss 
Alice Wilson. 
• 
• 
• 


Mrs. C. O. Kerns will enter­ 
tain Past Presidents’ 
Club 
of 
Daughters of Union Veterans in 
her cottage on Stoutsville Camp- j 
ground at 6 p. m. Friday. It was 
erroneously reported 
that 
the 
picnic would be held at noon Fri- | 
day. 
• 
• 
• 


When the family reunion of the 
descendants of Henry and Julia 
Ann Kerns is held in Ted Lewis 
Park shelter house at noon Sun­ 
day entertainment will be pro­ 
vided by each family which will 
present a number on the pro­ 
gram. 
• 
• 
• 


Waldo Stedman of South Wash­ 
ington street has returned from 
a vacation of two weeks spent 
with friends and relatives in dif­ 
ferent Ohio 
towns 
includ i n g 
Richmond, Toronto and Wells- 
ville. 


• 
* 
* 


Mr. and 
Mrs. Clarence 
M. 
Brigner and children of Circle­ 
ville Route 4 are going to North 
Bass Island in 
Lake 
Erie 
to 


make their home for an indefi­ 
nite period. 
• 
• 
• 


Mrs. Robert T. 
Kelsey 
and 
daughter, Mary Bess, of Niles 
arrived Wednesday afternoon in 
Circleville to be guests of Miss 
Mary Heffner of 
East 
Mound 
street. 
• 
• 
* 


Robert Sprouse of East Main 
street 
and 
Richard 
Petitt 
of 
South Court street are on a two- 
week vacation in New York and 
M aine. 
* 
t * 


Miss Catherine 
Leist of West 
Mil] street 
spent a week 
w'ith 
Mrs. Loring Evans in her cot­ 
tage on Lancaster campground. 
Other visitors in the Evans cot­ 
tage were Mr. and Mrs. Emmett 
Evans and children 
of 
W a t t 
street. 
* 
• • 
Mr. and 
Mrs. Charles 
Plum 
and children are 
visiting 
Mr. 
and Mrs. H. W. Plum in their 
cottage on 
Lancaster 
c a m p- 
ground. 


into which the Brownies w e r e xnen. 
e lid e d at no n. Each group d«- 
Mr. Hinton, program leader, 
Mrs w illiam Weldon of North 
« if? ™ * c*mp, *'*!. wh'.ch, 11 ! Presented 
Mr.. Arledge w h o L art gtreet was h„5tess Tues. 


Guild 11. Highlight of the eve- 
i 
A • 
* I\ 


camp. 
Nosebag lunches 
were Heaven," and Mrs. Jesse Hufier 
eaten on 
these 
cam p 
s i t es. 
whose readim? w as e n t i t l e d 
^ 
, 
. 
■c 
u 
• 
5 
reaam * 
, ning was the announcement of 
B ro w n ie cou n selor* in c h a r e e in- 
<<rrv. 
D i.a a r 
. 
. . . . . 
the guild s first completed pro­ 
ject. Six dozen baby shirts had 
„ 
... 
been purchased 
by 
Guild 
11 
lights m the life story of Fanny 
Crosby. 
After the program, 
contests Eleanor Snvrier, chairman. 
# na m n , r o r r w orown. 
were won by Mrs. Arledge and 
Wmrinc hi*h 
scores in 
the 
In the afternoon groups went 
Mrs Hawkes 
winning nigh 
scores m i n e 
y, 
,1M.u w r, w r 
„ , 
, 
bridge games which followed the 
on nat .re hikes with Mrs. M. E. 
Refreshments were served to cuiid business 
meetine w e r e 
Noggla, worked on craft, under 18 members by a 
committee g ? “ Everett S t ^ c k l« m i M r 
th< direction of Mrs. John Heis- com priaedof 
Mrs, 
Nau. Mrs. 1 p c 
Routzahn 
Tre 
hostess 
kell and learned 
folk dancing 
Andrew 
Warner 
Mrs 
P a u l 
^ Koutzann. 
ihe hostess 
. 
n, 
. 
• * _ 
, .7 
„ . 
_ 
served a dessert course. 


& ÎÂ ?J 


IT COSTS MO M OOt 
AT VO UR 


I 


T h e k n o w led g e and integrity you r Reg»»- 


tered J e w e le r must L ave to obtain tbis title 


enable« him to serve yo u better. B eceuee 


o f bts sp ecial stu d y end 
lon g exp erien ce 


wstb gen u end je w elr y be ts m e p osition 


to offer y o u better veiu e icv you r m o n ey . 


T b e A m ericen G em S o c ie ty requires y e e r ly 


exem in etion s end tbe h igh est stenderd o f 


business ethics. It will p ey y o u to e lw e y s 


go to y o u r R egistered J e w ele r. 


/s*& ^MBijfcRCd 
m 
^ 


SUMMER 
CLEARANCE 


A m ê t i i Q i f 
y 
S m o r t s t t W g l k m g Shot# 


Discontinued 
Regulor 


$7.95 to $9.95 


ECONOMY 
SHOE STORE 


C IR C L E V I L L I ’S BEST SH O ES 


Local Woman 
Married June 11 
Announcement has been made 
of the marriage of Miss Barbara 
Anne 
Goldsberry 
and 
Gerald 
Metzler ,n Russell, Ky. June 11 
by the 
bride’s 
mother, 
Mrs. 
Floyd Keller of East Franklin 
street. Mr. Metzler is the son of 


Helen Hoffman 
Named Head Of 
Kingston Club 


New officers were elected at 
the meeting of the Kingston Gar­ 
den club Tuesday night held in 
the home of Mrs. Richard Jones 
of Circleville Route 4. 
Miss Helen Hoffman is the new 
president. Mrs. Pryor T. H a r- 
mount was 
chosen vice-presi­ 
dent; Mrs. Donald Dodd, secre­ 
tary; Mrs. Frank Haynes, assis- 


the Rev. L. S. Metzler of Ports­ 
mouth. 
The ceremony was read by the 
Rev. C. D. Harsh. 
The bride wore a white shark, 
skin suit with cocoa accessories 
and a red rose corsage. 
The new Mrs. Metzler attend­ 
ed Circleville high school. 
Mr. 
Metzler is a graduate of Circle­ 
ville high school and is employ­ 
ed by a 
grocery 
company 
in 
Greenfield. 
The couple are making then- 
home 
on 
Jefferson 
street 
in 
Greenfield. 


tant 
secretary; 
Mrs. 
Howard 
Boggs, again treasurer. 
Mrs. Charies Vox, chairman of 
nominating committee, read the 
slate of officers w h i c h were 
unanimously elected. 
Mrs. Haynes, retiring presi­ 
dent, 
conducted 
the 
business 
meeting at which plans w e r e 
made to take part in the Ross 
County Fair. In charge of club 
project 
Mrs. 
Haynes 
named 
Mrs. Ralph Head, Mrs. Fox and 
Miss Hoffman. 
Mrs. Jacob Maxwell was fea­ 


tured speaker for the program. 
She read a paper on “Summer 
Phlox” in w'hich she traced the 
origin of the plant. She included 
methods of propagation, cultiva­ 
tion and treatment of diseases. 
Presiding at the refreshment 
table were Mrs. S. C. Lightner 
and Mrs. Ernest Gerber of Chil- 
licothe. 
Mrs. 
Adrian 
McVey, 
Mrs. 
Lightner, 
Mrs. 
Maxwell 
and 
Mrs. Varvey Biery of Thorn- 
ville, assisted the hostess. 
NOVELTY 
PLANTS 


Cactus plants, Ivy, Philodendron, Col< 
eus, etc. Plain or fancy pots and cop* 
perware. 


IJLLMAN’S 
FLOWERS 


227 E. M a in St. 
Phone 26 


M 
- 
— 


POUNDS OF 
2 VIRGIN WOOL 


AMAZIN 


BUY ON 


LAY-AWAY 


SEVEN COLORS 


Geranium Red 


Rose, Yellow, 


Blue, Orchid, 


Light Green, 


Royal Blue 


tÈÊtÿsSti' 


V A IV II 


50c Deposit Will Hold 
Blanket In l.ay-Away 


Leave it to Penney’s to come up with a buy like this—-and months before the first W in ­ 
try winds blow! Run your hands over the cuddly, sleep inviting warmth! Take it from us, 
this is the buy of buys at 8.90. 


THRIFT-PRICED 


PLAID PAIRS 


Big Value 


Here For 


You 


Double warmth because you 
get two thicknesses of body- 
warming blanket! This means 
more tiny air pockets to hold 
warmth, more nop to keep out 
cold oir. 72” x 84". 


M 
H 
S H I P M 
E N T o f H 
c m 
l i e r g 


D R E S S E S 


• 
Large Selection 
• 
M a n y Sixes 
• 
Latest Styles 
.............. 
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Good Start Is Reported 
'For Brownie Scout Camp 
Summer Activities Card 


Open House 
Due Friday 


“ Off to a good rolling start” 
was what Mrs. A. P. McCoard 
ffhad to say about the first day of 
Brownie Summer activities pro­ 
gram which started Tuesday in 
Clirl Scout Lodge in Gold Cliff 
Park. 
Mrs. McCoard, chairman of 
Summer 
activities 
committee, 
was enthusiasts about the 1950 
st tup. 
Mrs. 
Foster 
Rinehart, 
trained leader from Ross County 
Girl Scout headquarters, is di- 
^ rectin g and coordinating the pro- 
gram. 
Seventy of the 71 Brownies reg­ 
istered 
for 
Day 
Camp 
were 
ready to start from Girl Scout 
headquarters 
in 
St. 
Philip’s 
Episcopal parish house at 9:30 
a 
rn. Tuesday. Day Camp will 
continue through Friday, culmi­ 
nated with “ open house.” 
Summer activities committee 
m em bers say they are pleased 
JU th the tuning of the full pro­ 
gram. 
One 
member 
reported 
that “ everything went off at the 
scheduled hour; Everybody was 
p mctual and cooperative.” 
The program started with the 
flag raising ceremony immedi­ 
ately after the Brownies arrived. 
Swimming classes were held in 
the morning. 
M «s Carol Leist, swimming 
,£ rector, reported a beginners’ 
*'.ass of 40 Brownies 
Miss Re­ 
gina Thornton and Shirley Dun­ 
lap are in charge of the begin­ 
ners. Miss Deist teaches the in­ 
termediate class of 22 and Miss 
Mary Ellen Reid is responsible 
for the six Brownies in advanc­ 
ed swimming. 
Counselors were in charge of 
the small groups of eight or ten 
into which the Brownies w e r e 
divided a* no *n Each group de- 
c.ded on a camp site which it 
will keep for the duration of day 
camp. 
Nosebag 
lunches 
were 
eaten on 
these 
camp 
s i t e s . 
Brownie counselors in charge in­ 
clude Mrs. Robert Hedges, Mrs. 
Gunner 
M u s s e l m a n , 
Mrs. 
Charles Goeller Mrs Ed Prich­ 
ard, Mrs 
Robert Koch, 
Mrs. 
Gl.vn Hoover, Mrs. George Kuhn 
And Mrs. Forrest Brown. 
w i n th* afternoon groups went 
on nature tokes with Mrs. M. E. 
Nogglt, worked on crafts under 
the direction of Mrs. John Heia- 
k'-ll and learned 
folk dancing 
from Mrs. William Steele assist­ 
ed by Girl Scouts from Troop 7. 
Mrs. 
Niggle 
reported 
that 
Brownies were keenly interested 
in the hikes when they collected 
everything from “ bugs to wild 
X wers " 
™ Mr- 
N ggle 
s h o w e d 
the 
Brownies the nest of a field 
sparrow close to the lodge. On 
Wednesday she planned to have 
bird 
study 
and 
on 
Thursday 
trees and leaves. 
Mrs. Noggle 
said the Brownies would have an 
interesting nature display ready 
for the Friday open house. 
In the crafts classes. Brownies 
n ade pins of bark 
with their 
A 
rs* *•- { ■ rte i on them. Mr * . 
Heisted!, who directs crafts, said 
the Brownies will be able to com­ 
plete a new project each day. 
Mrs. Steele, assisted by Troop 
7 Scouts, taught various f o l k 
dances. Sally Cochran provided 
the music for dancing. 
Mothers 
and 
f r i e n d s 
of 
Brownies will attend the finale 
of the Summer activities p r o - 
v am at open house from 3 to 4 
w rn. Friday. 
« 
• 
• 
25 Countians 
Already Signed 
For Camp Trip 


Miss Genevieve Alley, home 
demonstration agent 
for 
Pick­ 
e t av County, has reported that 
.5 registrations from widely var­ 
ied parts of Pickaway County 
have been received for Women’s 
Camp to be held July 20 to 23 in 
Tar Hollow. 
According to Miss Alley, there 
is still room for more Pickaway 
Countv women. 
Miss Alley said there will be 
good meals and no work getting 
them ready, no dish washing, 
(0.yts of chance to work on crafts 
and plenty 
of 
opportunity 
to 
meet 
women 
from 
Pickaway 
County as well 
as 
delegation? 
from Ross, Fairfield, 
Hocking, 
Vinton, 
Athens, 
Pike, 
Meigs, 
Highland and Jackson Counties. 


Calendar 


THURSDAY 
PICNIC OF PAST MATRONS 
and 
Patrons Club 
of OES, 
home of Mr. and Mrs. Homer 
Heber 
of Walnut Township, 
6:30 p. rn. 
BERGER 
HOSPITAL 
GUILD 
12, home of Mrs. Wayne Luck- 
hart, Saltcreek Valley, 8 p. rn. 
LADIES AID S O C I E T Y OF 
Robtown EUB church, home 
of Mrs. Chessy Hedges, Rob­ 
town community, 2 p rn. 
FRIDAY 
PICNIC, 
PAST PRESIDENT’S | 
club, DUV, cottage of Mr s . 
C. O. Kerns, Stoutsville Camp­ 
ground, 6 p. rn. 
SUNDAY 
FAMILY 
REUNION 
OF DE- 
scendants of Henry and Julia 
Ann Kerns. Ted Lewis Park, 
noon. 
PICNIC, FIRST EUB CHURCH 
Harper 
Bible 
Class, 
Mound 
City Park, near Chillicothe, 5 
p. rn. 


First EUB Class 
Group Chairmen 
Are Selected 
Six group chairm an of contact 
and 
transportation 
committee 
were 
appointed 
Tuesday eve­ 
ning when Miss Clara Lahouse I 
of Watt street entertained Loyal I 
Daughters Class of First Evan­ 
gelical United Brethren church. 
Mrs, Frank Hawkes, c l a s s 
j president, named Mrs. Robert I 
Arledge, Mrs. George Ankrom, 
Mrs. Russell Jones, Mrs. Jasie 
Wise, Mrs. E m m ett Hinton and 
Mrs. Ronald Nau as group chair­ 
men. 
Mrs. Hinton, program leader, j 
presented 
Mrs. 
Arledge w h o 
gave a reading. “ One Hill from 
Heaven,” and Mrs. Jesse Huffer 
whose reading was e n t i t l e d , 
1 “ There’s no Place Like a Me­ 
chanical Home.” 
Mrs Hinton gave the h i g h ­ 
lights in the life story of Fanny * 
Crosby. 
After the program, 
contests 
were won by Mrs. Arledge and 
Mrs. Hawkes. 
Refreshments were served to 
18 members by a 
committee 
comprised of 
Mrs. 
Nau, Mrs 
Andrew 
Warner, 
Mrs 
P a u l 
Ger.tzel, Mrs Robert Griesheim- 
er and Mrs. Judson Kochenspar- 
ger. 
• 
a 
a 
John Dreisbachs 
Hosts At Dinner 


Mr. and Mrs John Dreisbach 
I of 
Pickaway 
Township 
were 
hosts Sunday when a picnic din­ 
ner was held on their lawn. 
Present for the 
picnic 
were 
Mr. and Mrs. Nate Thompson, I 
Mrs. Pat 
Whitaker, 
Mr. 
and j 
Mrs. Glenn Cooper, and daugh­ 
ters, Nancy and Barbara of Col- I 
umbus, Mr. and Mrs Lee Dumm 
of Chillicothe and Mr. and Mrs. 
Harold Pontius 
and 
children, 
Johnny, Linda, and Patty of the 
home 


SUMMER COAT AND DRESS 
COSTUME—Serves 
many 
pur­ 
poses. It’s by a New York de­ 
signer. 
Full-but-belted coat of 
bright red crepe is sleeved to the 
elbow, and lined In gray and 
white striped crepe. 
Matching 
short-sleeved dress of chiffon over 
crepe Is belted In the fabric. 
(It. Y. Dress Institute Photo) 


Man Honored 
On Birthday 


Fifteen persons were present 
for the surprise party given rn 
honor of Howard Book walter of 
Adelphi on his birthday anniver­ 
sary Monday in the Bookwalter 
home. 
Present beside Mrs. Bookwalt­ 
er and the honored guest were 
their daughter, Harriet, Mr. and 
Mrs. George Maxson and daugh­ 
ters, Elaine and Janet of W ha­ 
le r; Hugh Clark Jr., 
Mr. 
and 
Mrs. Raymond McNeal and sons 
Gary and Roger, Mr. and Mrs. 
Harry Fosnaugh and Kathy Roe 
of Hallsville. • 
• 
• 
Berger Guild 11 
Tells Project 
Mrs, William Weldon of North 
Court street was hostess Tues­ 
day evening to Berger Hospital 
Guild ll. Highlight of the eve­ 
ning was the announcement of 
the guild’s first completed pro­ 
ject. Six dozen baby shirts had 
been purchased 
by 
Guild 
ll 
since the formation of the guild 
last Spring, according to Miss 
Eleanor Snyder, chairman. 
W.nn.ng high 
scores 
in the 
bridge games which followed the 
guild business 
meeting w e r e 
Mrs Everett Stocklen and Mrs. 
P. C. 
Routzahu. 
The 
hostess 
served a dessert course. 
• 
• 
• 
88th Birthday 
Is Observed 
Miss Ella Crum was honored 
on her 88th 
birthday anniver­ 
sary at a six o’clock dinner giv­ 
en by her sisters Miss Mattie 
Crum and Mrs. Leslie Pontius 
in the Pontius home on W e s t 
High street. 
Centering 
the 
table 
was 
a 
birthday cake with the number 
88 outlined in lighted tapers. 
Seated 
around 
the table be­ 
side 
the 
honored 
guest 
and 
hostesses were four c o u s i n s , 
Miss 
Margaret 
Ranck, 
Miss 
Mary Margaret Nye, Lenox Nve 
all of Lancaster and Joseph W. 
Jack of Circleville. 


Personals 


Omitted from the list of guests 
at Pythian Sister’s Past Chiefs 
Club picnic 
Sunday 
were 
the 
names of Mrs. Edgar Carmean, 
Miss Margie Carmean and Miss 
Alice Wilson. 
• 
• 
* 


Mrs. C. O. Kerns will enter­ 
tain Past Presidents’ 
Club 
of 
Daughters of Union Veterans in 
her cottage on Stoutsville Camp­ 
ground at 6 p. rn. Friday. It was 
erroneously reported 
that 
the 
picnic would be held at noon Fri­ 
day. 
* 
• 
• 


When the family reunion of the 
descendants of Henry and Julia 
Ann Kerns is held in Ted Lewis 
Park shelter house at noon Sun­ 
day entertainment will be pro­ 
vided by each family which will 
present a number on the pro­ 
gram. 
• 
• 
• 


Waldo Stedman of South Wash­ 
ington street has returned from 
a vacation of two weeks spent 
with friends and relatives in dif­ 
ferent Ohio 
towns 
includ i n g 
Richmond, Toronto and Wells­ 
ville. 
• 
• * 


Mr. and 
Mrs. 
Clarence 
M 
Brigner and children of Circle­ 
ville Route 4 are going to North 
Bass Island in 
Lake 
Erie 
to 


' make their home for an indefi­ 
nite period. 


• 
* 
• 


Mrs. Robert T. 
Kelsey 
and 
daughter, Mary Bess, of Niles 
arrived Wednesday afternoon in 
Circleville to be guests of Miss 
Mary Heffner of 
East 
Mound 
street. 


* 
* 
* 
Robert Sprouse of East Main 
street 
and 
Richard 
Petitt 
of 
South Court street are on a two- 
week vacation in New York and 
Maine, 
« 
a • 


Miss Catherine 
Leist 
of West 
Mill street spent a week 
with 
Mrs. Loring Evans in her cot­ 
tage on Lancaster campground. 
Other visitors in the Evans cot­ 
tage were Mr. and Mrs. Em m ett 
Evans and children 
of 
W a t t 
street. 
• 
• • 
Mr. and 
Mrs. Charles 
Plum 
and children are 
visiting 
Mr. 
and Mrs. H. W. Plum in their 
J cottage on 
Lancaster 
c a rn p- 
; ground. 


Loco/ Woman 
Married June 11 
Announcement has been made 
of the m arriage of Miss Barbara 
Anne 
Goldsberry 
and 
Gerald 
Metzler in Russell, Ky. June ll 
by the 
bride’s 
mother, 
Mrs. 
Floyd Keller of East Franklin 
street. Mr. Metzler is the son of 
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SUMMER 
CLEARANCE 


A m erica! i 
f 
Smartest Walking Shots 


Discontinued 
Regular 


$7.95 to $9.95 


ECONOMY 
SHOE STORE 


CIRCLEVILLE’S BEST SHOES 


Helen Hoffman 
Named Head Of 
Kingston Club 


New officers were elected at 
the meeting of the Kingston G ar­ 
den club Tuesday night held in 
the home of Mrs. Richard Jones 
of Circleville Route 4. 
Miss Helen Hoffman is the new 
president. Mrs. Pryor T. H a r- 
mount was chosen 
vice-presi­ 
dent; Mrs. Donald Dodd, secre­ 
tary; Mrs. Frank Haynes, assis­ 


tive Rev. L. S. Metzler of Ports­ 
mouth. 
The ceremony was read by the 
Rev. C. D. Harsh. 
The bride wore a white shark, 
skin suit with cocoa accessories 
and a red rose corsage. 
The new Mrs. Metzler attend­ 
ed Circleville high school. 
Mr. 
Metzler is a graduate of Circle­ 
ville high school and is employ­ 
ed by a 
grocery 
company 
in 
Greenfield. 
The couple are making their 
home 
on 
Jefferson 
street 
in 
Greenfield. 


tant secretary; 
Mrs. 
Howard 
Boggs, again treasurer. 
Mrs. Charles Vox, chairman of 
nominating committee, read the 
slate of officers w h i c h were 
unanimously elected. 
Mrs. Haynes, retiring presi­ 
dent, 
conducted 
the 
business 
meeting at which plans w e r e 
made to take part in the Ross 
County Fair. In charge of club 
project 
Mrs. 
Haynes 
named 
Mrs. Ralph Head, Mrs. Fox and 
Miss Hoffman. 
Mrs. Jacob Maxwell was fea­ 


tured speaker for the program. 
She read a paper on “ Summer 
Phlox’’ in which she traced the 
origin of the plant. She included 
methods of propagation, cultiva­ 
tion and treatm ent of diseases. 
Presiding at the refreshment 
table were Mrs. S. C. Lightner 
and Mrs. Ernest Gerber of Chil­ 
licothe. 
Mrs. 
Adrian 
McVey, 
Mrs. 
Lightner, 
Mrs. 
Maxwell 
and 
Mrs. Varvey Biery of Thorn­ 
ville, assisted the hostess. 


NOVELTY 
PLANTS 


Cactus plants, Ivy, Philodendron, Col­ 
eus, etc. Plain or fancy pots and cop­ 
perware. 
-afar 
V I J .MAN'S 


227 E. Main St. 
Phone 26 


r 
n 
a 


POUNDS OF 


vz i TTT, /~< t x t W O O L 


AMAZIN 


BUY ON 


LAY-AWAY 


SEVEN COLORS 


Geranium Red 


Rose, Yellow, 


Blue, Orchid, 


Light Green, 


Royal Blue 


V A iu a t 


50c D ep osit W ill H old 
Blanket In I ay-Away 


Leave it to Penney’s to come up with a buy like this—-and months before the first Win­ 
try winds blow! Run your hands over the cuddly, sleep inviting warmth! Take it from us, 
this is the buy of buys of 8.90. 


THRIFT-PRICED 


PLAID PAIRS 


Big Value 


Here For 


You 


Double warmth because you 
get two thicknesses of body- 
warming blanket! This means 
more tiny air pockets to hold 
warmth, more nap to keep out 
cold air. 72” x 84”. 


I N T U 
S H I P M E N T o f B « M i i b c ‘ i - g 
DRESSES 


• 
Large 
• 
Many 
• 
Latest 


Selection 
Sixes 
Styles . . 
3.98 Penr.eys 


Fancy 


Ken Dawn Hawaiian 
Sliced 
P in ea p p le 


In Heavy Syrup 


PURPLE 
PLUMS 


In Heavy Syrup 


No. 2* 
can 
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U K 'S NO I K C R 1 N SC IIM IIV T 
Ex-Champ Tunney Denies 
lie Plans To Write Book 


NEW YORK, July 13 — O rn r 
Tunney, u local boy who m ade 
good in the squared * ircle some 
y ears ago, has reot ntly been the 
victim of a dastardly 
piece 
of 
m alicious gossip. 
Broadw ay colum ns have been 
filled with repo: is that Tunney, a 
well-known ad m irer of 
William 
Shakt speare. is in the throes of 
literary composition. 
Even 
the 
literary columns have discussed 
the fact that Tunney is writing a 
novel 
F u rth e rm o re , the gossips are 
all agreed that 
Titnney. 
for­ 
m er undefeated world's heavy­ 
weight 
hexing 
champion, 
is 
writing his opus under the ae­ 
gis ol John M arquand, author 
of "T he Late George 
Apley,” 
"It 
I 
s D aughter." "W ickford 
Point" and "II. 
M. 
Pulham , 
E sq.." to nam e a few. 
Nat irallv, the inference in one 
or two columns was that ‘aegis” ! 
in this instance was 
pince 
nez 
language for “ ghosting.” 
Tunney, himself, says: 
“ It's not true. 1 am not writing 


Farmers Told 
To Refuse Low 
^ heal Prices 


COLUMBUS. 
July 
13 — The 
Ohio F a rm Bureau Cooperative 
Association w arned farm ers to­ 
day against selling their grain 
below 
governm ent 
s u p p o r t 
prices. 
W, Norton Woods of M aum ee, 1 
president of the co-op 
associa- j 
tion, declared that “ the outlook 
for a fair grain price was never 
brig h ter.” He said there is m ore 
storage space available this y ear | 
than ever before. 
Woods pointed out that w heat 
is selling for 12 cents below the 
gove rnm ent s ipport price. 
He 
s a id : 
“ L ast year some fa rm e rs took 
as m uch as 35 cents below the 
support rate. This year, 
every 
fa rm e r should find out from his 
local elevator it storage space is 
available before m arketing t h e 
gram . F a rm e rs should not be­ 
com e alarm ed if wheat prices 
becom e depressed. There 
a r e 
prospects prices will be strong.” 
Wood said Ohio is expected to 
have a 45-million bushel wh* at 
crop as com pared with 60 m il­ 
lion last year. He contended that 
fa rm e rs lost m ore than 10 m il­ 
lion dollars last year because of 
the storage space shortage. 


Aslnille Lass 
^ ins District 
Speech Contest 


Elaine Quillen, 4-H club m em ­ 
ber of the Ashville community, 
W ednesday was proclaim ed dis­ 
tric t girl 
winner 
in 
a 
safety 
«peaking contest. 
Competing against girls from 
nine 
different 
counties, 
Miss 
Quillen won her way to a state 
speech contest which will be held 
on the 
Ohio 
State 
university 
cam p u s next Septem ber. 
The 
Ashville 
lass 
u s ed 
a 
speech she had written herself 
concerning the misuse of farm 
m achinery. 
Boy 
winner 
of 
the 
district 
speech contest 
held 
in 
Chilli- 
cothe w as N orm an Burkett of 
Piketon. He edged out the Pick­ 
aw ay County mah- entry, Char­ 
les Brown ol Circleville Route 2. 
Both Miss Quillen and Burkett 
will 
seek 
state 
championship 
1 lure.« :n the state C‘inft st which 
wall be held in conjunction witi­ 
the Ohio 4 H Congress scheduled 
for the 
ion i week ¡n Septem ­ 
ber. 


a novel, either by m yself or 
in 
1 conjunction 
with 
J o h n 
Mar- 
1 quand I am not writing a book 
of any kind, 
c h aracter 
or 
de­ 
scription, with or without help. I 
am not w riting.” 
“ You 
ain ’t 
accentuating the 
positive, bud,” a reporter 
sug­ 
gested. 
“ My statem en t m ay 
be 
con­ 
strued as a categorical denial,” 
said Tunney, still big. handsom e 
and with practically his original 
waistline. 
“ To what do you attribute this 
nasty c a n a rd ? ” 
was 
the 
next 
question. 
"W ell,” began Tunney, “ I was 
dining recently with the John 
M arquands and am ong the other 
guests was a new spaper publish- 
♦ » 
er. 
“ G a d !” the reporter said bit­ 
terly, "they never get 
anything 
right. No wonder you was foul­ 
e d !” 
4t 
* 
* 


“ AND THIS 
publisher,” 
con­ 
tinued Tunney. “ obviously 
con­ 
strued the light table banter as 
a hot item that 1 w as writing a 
novel with Jo h n ’s help. I 
c a n ’t 
understand it.” 
“ Leave this be a lesson to you; 
never talk 
to 
publishers. 
Just 
confine your re m a rk s to repo rt­ 
e rs," 
the 
reporter 
cautioned, 
"and you got at least a China- j 
m a n ’s chance of getting it in the 
paper right ” 
"So apparently this 
publisher 
told 
his 
B roadw ay 
colum nist, 
and every other 
colum nist 
has 
reprinted 
it 
as 
gospel,” 
con­ 
tinued the would-not-be author. 
“ I don’t think I ’m another Jim 
T ally,” Tunney added. "A s far 
as I know, h e ’s the only 
prize 
fighter who ever wrote a novel.” 
Tunney confided that he is not 
the m an to muscle in on Tully’s 
reputation in the novel field. Nor, 
he added, 
did 
he 
contem plate 
snatching the 
laurels 
from the 
brow of H ackenschm idt. 
“ Gad, 1 didn't know he even 
had 
any 
brow, 
much 
less 
laurels,” 
the 
reporter 
said, 
showing his ignorance in plain 
daylight. “ Who is H a c k e n- 
schm idt 
and 
can 
you 
spell 
it?” 
H ackenschm idt, said Tunney, 
who also 
spelled 
it, 
w as 
the 
world’s cham pion w restler 
who 
wrote and published a book 
on 
philosophy around 1912. 
“ The Gorgeous George of his 
d a y ?” the reporter asked. 
"No, N o!” said 
Tunney 
e m ­ 
phatically. “ H ackenschm idt was 
a real w restler and 
good. 
His 
book w as good, too. So good that 
George B ernard 
Shaw plugged 
it.” 
Shaw, it then turned out, is the 
real reason Tunney isn’t writing 
a novel about the prize ring and 
cham pionship bouts. 
“ Shaw wrote the 
best 
fiction 
ever on prize fighters in ‘Cashel 
B yron’s 
profession,' ” 
Tunney 
declared, referring 
to 
the 
fa­ 
mous Shaw novel on the 
prize 
ring, and added handsom ely, “ I 
couldn’t expect to top th a t.” 


Aik lor 


“ S C U T T U ” 
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Laurelville 


jaftNnnMKumiitiiM'uiiiiiiiifiiinHiiiuintfoiiiiimmimttm 
The 
W.S.C.S. 
m et T h ursday 
evening at the 
hom e 
of 
M rs. 
M ary H art 
with 
Mrs. 
A rthu r 
Hinton and Mrs. P earl McClel­ 
land 
assisting. 
Devotional and 
Topic “ Jew s in U. S. A. and E u r ­ 
o p e ' by Mrs. Alice M orris and 
Miss 
Amy 
McClelland. 
Piano 
solo by Miss L a u ra Louise Rose. 
Song 
"S tars 
are 
Windows 
of 
H eav en ” by M iss Nancy Hinton. 
R efreshm ents w ere served to 30 
m em b e rs and guests. 
---------------- 
L .aureiviU e 
— - 
Mr. and Mrs. O. L. 
Rhodes, 
Mrs. 
Blanch 
Duden 
and 
Mr. 
G eorge Koouse of Columbus and 
Mr. and Mrs. Orville Ayers 
of 
Jersey City N. Y * w ere Sunday 
guests of Mrs. M aud D evault. 
------- 
L a u r elv ille -----------— 
Miss Celesta Hoy spent 
W ed­ 
nesday until Sunday with her sis­ 
ter, Miss Opal Miller of L a n c a s­ 
ter. 
-------------- Laurelville ——— 
— 
Mr. and Mrs. W allace Lappen 
and 
son 
of Columbus 
w e r e 
T hursday evening supper guests 
of his m other, M rs. F rie d a L ap. 
pen. 
------------ 
I aurelvtJIe -------------- 
Mr. and Mrs. Rolla K arshn er 
of Columbus 
and 
Mrs. 
Edith 
A rm strong w ere 
Sunday guests 
of Mr and Mrs. Ray Poling. 
--------------- 
L aurelville 
--------------- 
Mr. and Mrs. Hugh Lively and 
son. David and Lois Ann Lively 
of Columbus and Mr. and 
Mrs. 
C harles Lively spent F rid a y un­ 
til Monday guests 
of 
Mr. and 
Mrs. John L andrum of W ashing­ 
ton D. C. 
— — _ _ _ L aurelville 
..... 
Sunday guests of Miss 
M aud 
M ettler were; Pfc. W arren P a t­ 
terson of 
L ackland 
Air 
Force 
B ase Sanatona Texas, Mr. 
and 
Mrs. John Haubeil and son. P at 
of 
Chillicothe, 
Mr. 
and 
Mrs. 
Ralph P atterson Sr. of Hallsville 
and Mr. and Mrs. Hugh P a tte r ­ 
son and 
daughter, 
P a m e la 
of 
Adelphi. 
----- 
L.aureiviU e 
— — ........... 
Art Hoselton and son. Joe 
of 
L a n c a ste r w ere weekend 
guests 
of William Woodruff. 
-------------- 
L aurelville — ——— 
M rs Eddie Boecner e n te rta in ­ 
ed her Bridge Club 
W ednesday 
evening. High w as held by Mrs. 
M arcellus Young. 
Second 
held 
by Mrs. H oward 
Egan. 
G uest 
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prize, Mrs. G eorge Swepton and 
T raveling prize 
Miss M a rg a re t 
Chilcote. 


Laurelville 
Mr. and M rs. G erald W iggens 
and son of Circleville 
and 
Mr. 
and Mrs. B ert 
Wiggens 
visited 
T hursday with 
Mr. 
and 
Mrs. 
John W oodgeard of Dayton. 
------ 
L a u rerv llle ------------ —. 
F re d Knox visited his grand­ 
p arents, Mr. anu Mrs. B ert Wig­ 
gens, F rid ay . 
—---------- — 
L a u r elv ille 
—— - ——— 
M r. and M rs. Melvin 
M ettler 
and son. 
Tom 
and 
daughters, 
Connie and 
Susan 
of 
Dayton, 
Mr. and M rs. Don Millirons and 
son, Ja c k and Miss Helen M ett­ 
ler of Colum bus w ere 
w eekend 
guests of Mr. and Mrs. T. 
E. 
M ettler. 
--------------- L aurelville -------------- - 
M rs. Will Hen m er of 
Colum ­ 
bus spent S atu rd ay 
w i t h 
her 
m other, Mrs. Lyda McClelland. 


— 
— — — — — 
L a u r e lv i ll e 
—— 
— 
— 
. 
Clell A rledge, who suffered 
a 
stroke T uesday w as taken T h u rs­ 
day to 
the 
V eterans 
Hospital, 
Dayton. 
--------------- L au relville 
— .......... 
Mr. and Mrs. John Wine 
and 
children of n e a r Colum bus w ere 
weekend guests of her 
m other, 
M rs. G ertru de Pasco. 
■............ 
L aurelville — - .........- 
Mr. and Mrs. 
Leslie 
Cruick- 
shank of Chauncey and Miss Bet­ 
ty Hawk of New Mansfield w ere 
T hursday evening guests of Mr. 
and Mrs. P aul A rm strong. 
LaurelviLI« 
......... . 
Mr. and Mrs. Cloyce K a rsh n e r 
and son, Ned of Columbus w ere 
F rid a y guests of Mr. 
and Mrs. 
Billy K arsh n er and Mr. and Mrs. 
Bill D ellaven. 
-------------- L aurelville —---------_ 
Vernon 
Jinks 
of 
Hallsville 
spent T hursday 
evening 
w i t h 
Mr. and M rs. Vern Jink*. 


PAC Anii-Taft 
Drive Underway 
CLEVELAND, July 13 — The 
Cuyahoga County GJO-Political 
Action C om m ittee is shifting its 
drive to d efeat U. S. Sen. R ob­ 
ert A Taft into high gear today. 
C om m ittee m e m b e rs have al­ 
ready checked the 
registration 
with the board 
of 
elections of 
65.000 of the 90,000 m e m b e rs Qf 
CIO unions in their are a in an ef­ 
fort to get all 
union 
m e m b e rs 
and their friends to vote “ Mr. 
R epublican” out of office. 


Triple Stitched 
Royal Worcester 
FIRESTONE F O A M E X 
CUSHION 
SOLE 
WORK 
SHOES 


Other Work Shoes- 
$ 6 - 98 


$3.98, $4.98, $5.98 
Parrett's Store 
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GRIFFITH 


FLOORCOVERING 


138 W. Main St. 
Circleville 


D y n a t o n e 
i* ^ ite r e n U 


? ytn Fo°,d* C h.vO .««. « £ 
mouth* C^ uYr‘'* 'd 'm u in « 


> 
O nly D V H A tO N E G i v « 
J ,« « .. 
. Deep Mellow To». 
. Mo„ C « « > '7 * 


# M ote Povret 
# 
Wt*PP*d 
' 
E**t lnst*ll*tlon 


Just scotter SCUTL by hand or with a 


spreader and get safe, positive destruc­ 
tion of C ra b gra si without harm to da- 
arable 
g r a c e s, 
persons 
or 
pets. 
N o 
mixing, measuring or fu ssin g with sp ra y - 


®r** 
Sr U TL is the result of a 10 year 
Scorn Pr-iearch 
p ro g ra m — law n 
proven 
all sections of the country. 
I I V I t P M I I t 
mimI Y O S T 
IIAKOW \ K E 
1 07 I. Mom St. 
Phone 136 


BRAND NEW 
0 |l T m 
Fuel Pumps 
piston R¡ngs Carburetors 
For Ford Chevrolet 
fp§ ^ 
Factory rebuilt. For 
rod Plymouth, tac- 
Reetore 
t j 
q 
q 
Ford, Chevrolet and 
tery H*» 
$ 1 4 7 
compreaaloo 
pWmouth 
pnce S4 SO 
| 
t„ Aa low at 
aS r* « 


REBUILT 


A W « r r « i f « W S M Í LA WN t ¿ I f f « f 
137 W. Main Si. - Phone S44 
CIRCLEVILLE 
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Misses 
Sarahlee 
and 
F aith 
G rabill of Columbus spent the 
weekend with their parents, Mr. 
and Mrs. Howard Grabill. 
—------ -------Darbyville 
- 
Mrs. E s th tr Lyle, 
Miss 
An­ 
nette T! unas of Columbus, Mr. 
and Mrs Harry Moore of C ircle­ 
ville, were Sunday dinner guests 
of M r and Mrs. C. C. Thom as. 
_ ----- --------Darbyville------------------------ 
R a re r Hott 
of 
P ort 
Huron, 
Mich., i: visiting with Mrs. J e n ­ 
nie Calvert, 
and 
Mrs. 
Lillian 
Hott. 
— —D a r b v v lile —- 
Mr. and Mrs. Guy Buskirk of 
Columl ¡s spent Sunday with Mr. 
and Mrs. William Buskirk. 
D a rb y v llle - .. -.......... — ......... 
Miss Cora 
Fallen 
visited 
a 
week v ith her sister, Mrs. Eliz­ 
abeth Arledge. 
— ----------- Darb yv ille 
— 
Mr. and Mrs. Robert Ham ilton 
and daughter, Miss Leona F le m ­ 
ing, Mrs. 
Ora 
Gilmore, 
Miss 
M argaret Flem ing were Sunday 
aftern 
n visitors with Mr. and 
Mrs 
John Flem ing and daugh­ 
ter Susan Beth. 


14 Idle Pay 
Claims Filed 
Last Week 


U nem ploym ent 
in 
Pickaw ay 
County last week w as doubled in 
the nu m b er of new nam es added 
to the public doles. 
According to * report of the 
B ureau of U nem ploym ent Com­ 
pensation, 14 new claim s w ere 
filed here last week as co m p ar­ 
ed to only seven for the preced­ 
ing week. 
H owever, the situation w as re ­ 
versed in the n um ber of contin­ 
ued claim s when 16 persons w ere 
dropped from th at list during the 
week. Only 87 
laim s for those 
unem ployed for 
one 
week 
or 
m ore w ere listed at the end of 
last week, as com pared to the 
103 for the week before. 
Statew ide unem ploym ent 
fol­ 
lowed the local pattern during 
the period, with 2,066 new claim s 
allowed during the week. 


44**f llnmml 


From where I sit... ¿y Joe Marsh 


There it Was— 
Right in The Middle! 


Easy Roberts mowed his lawn 
early last Saturday. Then he sat 
on the porch, and watched Handy 
Peterson cutting hii grass. 
The Roberts’ property and the 
Peterson’s border each other — 
with no hedge or fence between 
them. So, when Easy notices Handy 
had left about a foar-foot strip 
unmowed along the boundary, he 
walks over and asks why. 
“That’s your land,” says Handy. 
“ Mine ends here. See, it lines up 
wnth that oak tree across the 
road!” Easy didn’t think so, so 
they went up and down looking for 


the surveyor’s marker. Where did 
they find it? Right in the middle 
of their “no man’s land! ’’ 
Well, they both grin and take 
turns finishing the job and then re­ 
treat to Easy’s for a friendly glase 
of beer together. From where I sit, 
a little aearching around for the 
truth of the matter often shows 
that the other fellow is as much 
right as you are—at which point 
the whole thing doesn't aeem as 
important anyway. 
jQoe 


Copyright, 1950, United States Brewers Foundation 


JOE MOATS 
MOTOR SALES 


159 E . Franklin SL 
Phone 301 
DESOTO and 
P L Y M O U T H 
SALES & SERVICE 
(Jse Only The Best In 
Your Car 
FACTORY MADE 
PARTS 


IN FULL S W IN G 
2 
I 


OTHMAN 
DRESS SALE 


low PRICES 


.'-Vo-,70 -, 
Y' J. 
At COLLINS' MARKET 


A 
' i# 
í 
f 


bchs. 


bchs. 


Cam pbell’s 
TOMATO SOUP 
2 can* 21c 


! ibs. 25c 


CANNED MILK 


Hl C ORANGE 


SALAD DRESSING 


MASON JARS 


tall can 


16 oz. can 


pt. jar 


.................. doz. qts. 


One Dozen Pint Jars—66c 


• 
«-r 


California 


Fruit 
C o cktail 


I 
Kenny's Fancy 


No. 2lí 
“» j x 


Lip ton* f 
Fresh 
Froslee Dessert Mix 2 •‘» 29c 


White Marshmallows 
19c 


RASPBERRY JELLY 
10 oz. glass 


Strawberry Preserves 
33c 


GROUND BEEF....... 
. . lb . 57c 


PORK STEAKS....... 
. lb. 59c 


FETHEROLF'S LARD ... 5 
lb. 
p a il 59c 


FROZEN LIMA BEANS ... P kg. 29c 


SURE JELL 
2 .**•* 23c 
B FROZEN PEAS’ 
pkg 27c 


: 


STORE HOURS M O N D A Y THROUGH FRIDAY, 7:30 TO 8; SATURDAY 7:30 TO 10 
OPEN ALL DAY WEDNESDAY 
COLLINS’ MKT. 


Court and High St*. 
Free Delivery 
Phon« 173 


P a g e Eight 
T H E D A IL Y H E R A L D — CIRCLEVILLE. O H IO 


H E S 
N O 
H A C K E N S I : I I M I D T 
Ex-Champ Tunney Denies 
He Plans To Write Book 


Laurelville 


NEW YORK. J 
Tunney, a local 
good in the squat 
y e a rs ago, has re 
victim of a dost a 
m alicious gossip. 
Broadw ay colur 
filled with re p o tts 
well-known admit 


tafMntiiuuiujuiMiii'UHtiiiiMiiirmuMiimmiiiMiiHiurntMh 
The W S.C.S. 
m et T h ursday 
I evening at the 
hom e 
of 
M rs. 
M ary H art 
with 
Mrs. 
A rth u r 
Hinton and Mrs. Pearl M cClel­ 
land 
assisting. 
Devotional and 
Topic “ Jew s in U. S. A. and E u r ­ 
ope 
m ade 
conjunction 
with 
J o h n 
Mar- Miss 
Amy 
McClelland. 
Piano 


Thursday, July 15, 1950 


prize, Mrs. G eorge Swepton and 
T raveling prize 
Miss M a rg a re t 
Chilcote. 


La urel vim 


13 — Gene i a novel, either by myself or 
in 


Mr. and M rs. G erald Wiggens 
and son of Circleville 
and 
Mr. 
and Mrs. Bort 
W iggens visited 
T hursday with 
Mr. 
and 
M rs 
John W oodgeard of Dayton. 
LaurervHl* 


circle some 
stlv been the 
piece 


quand I am not writing a book solo by Miss L au ra Louise Rose. 
I , of any kind, 
ch aracter 
or 
de- Song 
“ Stars 
are 
Windows 
of 
scription, with or without help. I H eaven’1 by Miss Nancy Hinton. 
R efreshm ents were served to 30 


F re d Knox visited his grand- 
by Mrs. Alice Morris^ and parents, Mr. and Mrs. B ert Wig­ 
gens, F riday. 
Laurelville 


Ii 


I 


mp 


that Ti 


m s have been an? ," 0' wri11"® 
that Tunney, a I 
You 
? m * 
, r of 
William 
b ud . 
a reporter 
.es of R*'s ,<'d - 
My statem ent m ay 
be 
con­ 
strued as a categorical denial,” 


a c c e n t u a t i n g 
t h e 
m e m b e r s a n d g u e s t s . 
SU g- 
--------------- Laurelville 


the 
en 
the 
^cussed 
'icing a 


I urthcrm ore. the gossips are 
ail agreed that 
Tunney, 
for­ 
m er undefeated world's heavy­ 
weight 
boxing 
champion, 
is 
writing his opus under the ae ­ 
gis of John M arquand, author 
of “ The Late George 
Apiey,” 
* B, I 
s D aughter,” 
\\ iekford 
Point” and “ II. 
M. 
Pulham , 
E sq .,” to nam e a few. 


Mr. and M rs. O. L. 
Rhodes, 
Mrs. 
Blanch 
Duden 
and 
Mr. 
George Koouse of Colum bus and i M ettler. 
. , 
,. 
, 
j 
i Mr. and Mrs. Orville A yers 
o f ' 
-------- 
s a , d T u n n e y , s n l l b . g . h a n d s o m e 
J c n M ,y C U y 
N 
y 
w e r e S u n d a y 


guests of Mrs. M aud D evault. 
Laurelville -----------■— 


Mr. and Mrs. Melvin 
M ettler 
and son. 
Tom 
and 
daughters, 
Connie and 
Susan 
of 
Dayton, 
Mr. and Mrs. Don M illio n s and 
son, Ja c k and Miss Helen M ett­ 
ler of Colum bus w ere 
w eekend 
guests of Mr. and Mrs. T. 
E. 


jrM M iiiiiim n iniiiiiiiilCllllHIIH HItllHir iM lin illlllH lilO lilir 
Darbyville 


iiiiiiiiiiiaiiiiiiit!iiiu ii» iiiiiiiin iiiiiiiiiiiiu iU u im iii(iiiiiiiitiH > 


Misses 
Sarahlee 
and 
Faith 
Grabill of Columbus spent the 
weekend with their parents, Mr. 
and Mrs. Howard Grabill. 
--D a rb y v ille............. — 


14 Idle Pay 
Claims Filed 
Last H cck 


U nem ploym ent 
in 
Pickaw ay 
County last week w as doubled in 
the n um ber of new n am es added 
to the public doles. 
According to t report of the 
B ureau of U nem ploym ent Com­ 
e r s . E sther Lyle, 
Miss 
An­ 
nette Thomas of Columbus, Mr. 
and Mrs H arry Moore of Circle- pensation, 14 new claim s were 
Ville, were Sunday dinner guests Hied here last week as co m p ar­ 
ed to only seven for the preced­ 
ing week. 
However, the situation w as re- 


of Mr and Mrs. C. C. Thom as. 
_____ 
D arbyville----------------- 
Karen Hott 
of 
Port 
Huron, 
Mich., 
visiting with Mrs. Jen- j v ersed in the n um ber of contin- 


Laurelville 


and with practically his original 
waistline. 
“ To what do you attribute this 
nasty c a n a rd ? ” 
w as 
the 
question 


Mrs. Will H eirm er of 
Colum- 


nie Ca! 
Hott. 
»rt, 
and 
Mrs. 


-D arb v v llle- 
Mr. and Mrs. Guy Buskirk of 


Miss Celesta Hoy spent 
Wed- 
next nesdav until Sunday with her sis­ 
ter, Miss Opal Miller of L a n c a s - 1 
"W ell,” began Tunney, “ I was ter. 
dining recently with the John 
LaureixMiie ——- —— - 
M arquands and am ong the other 
Mr. and Mrs. Wallace L appen 
guests was a new spaper publish- and 
son 
of Columbus 
w e r e 
er “ 
J T hursday evening supper guests 
of his m other, Mrs. F ried a L ap. 


bus spent Saturday 
w i t h 
her j Colurrv is spent Sunday with Mr. 
m other, Mrs. Lyda McClelland. 
-------------- Laurelville — 
— — 
d e l l Arledge, who suffered 
a 
stroke T uesday w as taken T hu rs­ 
day to 
the 
V eterans 
Hospital, 
Dayton. 
-------------- L aurelville -------......... 
Mr. and M rs, John Wine 
and I 
Mr and Mrs. Robert Ham ilton 
children of n e a r Colum bus Avere and daughter. Miss Leona Flem- 


Lillian I ut;d claim s when ID persons were 
dropped from that list during the 
week. Only 87 
laim s for those 
unem ployed for 
one 
week 
or 
m ore w ere listed at the end of 
last week, as com pared to the 
103 for the week before. 
Statew ide unem ploym ent 
fo l- 


From where I sit... 
Joe Marsh 


There it W as— 
Right in The Middle! 


and Mrs. William Buskirk. 
-------------Darby vi ll a----------- ■— 
. 
Miss Cora 
Fullen 
visited 
a 
week with her sister, Mrs. Eliz- 
the local p attern during 


Easy Roberts mowed his lawn 
e a rly last Saturday. Then he tat 
on the porch, and watched Handy 
Peterson cutting hi* grasa. 
The Roberta’ property and the 
Peterson’* border each other-— 
with no hedge or fen ce between 
them. So, when Easy notices Handy 
had left about a fo«r-foot atrip 
unmowed along the boundary, he 
walks over and aska why. 
“That’s your land,” Baya Handy. 
“Mine ends here. See, it linea up 
with that oak trea serosa the 
road!” Easy didn’t think so, so 
they went up and down looking for 


the surveyor’s marker. Where did 
they find it? Right in the middle 
of their “no man’s land I” 
Well, they both grin and take 
turns finishing the job and then re­ 
treat to Easy’s for a friendly glass 
of beer together. From where I alt, 
a little searching around for the 
truth of the matter often shows 
that the other fellow is aa much 
right aa you are—at which point 
the whole thing doesn’t eeem aa 
important anyway. 
£)oe 


abeth Arledge. 
_ _ _ _ _ _ _ _ p a r b v VI! le­ 


the period, with 2,066 new claim s 
allowed during the week. 
Copyright, 1950, United States firm e rs Foundation 


Nat 
or tw 


Tu 
“ ll 


ti 


“ G a d !” the reporter said bit­ 
terly, “ they never get 
anything pen 
t in one right. No wonder you was foul- 
‘aegis’’ e d !” 
ice 
nez 
• 
• 
• 


I aurelvUle 


weekend guests of her 
Mrs. G ertrude Pasco. 
Laurelville — 


m other, 


Mr. and Mrs. Rolla K arshn er 
of Columbus 
and 
Mrs. 


hit 
•'A M I THIS publisher," con- A,r ™ tro n * ?,ere 
Kue3ts 
“ ohvinnslv 
run. ° f Mr and MrS' 
Polln*- 
tinued Tunney, “ obviously 
con 
t writing strued the light table banter as 
Laurelville 


Farmers 
To Refuse 


Told 


Mr. and Mrs. Hugh Lively and 
a hot item that I was writing a son. David and Luis Ann Lively 


Mr. and Mrs. 
Leslie 
Cruick- 
Edith shanlt °* Chauncey and Miss B et­ 
ty Hawk of New' Mansfield w ere 
Thursday evening guests of Mr. 
and Mrs. P aul A rm strong. 
Laurelville 


I 


novel with Jo h n ’s help. I 
understand it.” 
“ Leave this be a lesson to you; 
JOW 


c a n ’t of Columbus and Mr. and 
Mrs. 
Charles Lively spent F rid ay un­ 
til Monday guests 
of 
Mr. and 
never talk 
to 
publishers. 
Ju st Mrs. John L andrum of W ashing- 


Mr. and Mrs. Cloy ce K arsh n er 
and son, Ned of Columbus w ere 
F riday guests of Mr. 
and Mrs. 
Billy K arsh ner and Mr. and Mrs. 
Bill D ellaven. 


Wheal Prices 


COLUMEL;s . 
July 
13 — The 
Ohio F a rm 
Bureau Cooperative 
Association 
warned farm ers to­ 
day against 
stH int their grain 
below 
go vc rnm ent 
s u p p o r t 
prices. 
W. Norton Woods of M aum ee, 
president «f the co-op 
associa- 
tion, declare d that “ the outlook 
for a fair gr ain price was never 
brighter.*' Ii * said there is m ore 
storage s p 3Ce available this year 
than ever be►fort* 
Woods poi ntrd out that wheat 
is selling f<u 12 cents below the 
governm ent 
support price. 
He 
said: 
“ Last year some farm ers took 
as much as 35 cents below the 
support rate . This year, 
every 
fa rm e r shou Id find out from his 
local elevate>r if storage space is 
available be fore m arketing t h e 
gram . F a rn le rs should not h e­ 
com e alarm ed if wheat prices 
becom e depressed. There 
a r e 
prospects pr ices will be strong.’’ 
Wood said Ohio is expected to 
have a 45-rmllion bushel wrheat 
crop as cornp a red with 60 mil- 
lion last yea r. He contended that 
farm e rs los t m ore than IO mil- 
lion dollars last year because of 
the storage space shortage. 


confine your re m a rk s to report 
e rs,” 
the 
reporter 
cautioned, 
“ and you got at least a China­ 
m an 's chance of getting it in the 
paper right ” 
“ So apparently this 
told 
his 
B roadw ay 
columnist, 
and every other 
columnist 
reprinted 
it 
as 
gospel,” 
con 
tinued the would-not-be author. 


ton D C. 
Laurelville 


Laurelville 
Vernon 
Jinks 
of 
Hallsville 
M aud spent T hu rsda-V 
evening 
w i t h 
Sunday guests of Miss 
M ettler were; Pfc. W arren P a t­ 
terson of 
Lackland 
Air 
F orce 
publisher Base Sanatona Texas, Mr. 
and 
Mrs. John Haubeil and son. P a t 
has I 
Chillicothe. 
Mr. 
and 
Mrs. 
Ralph Patterson Sr. of Hallsville 
and Mr. and Mrs. Hugh P a tte r- 
I don’t think I’m another Jim son anc* 
daughter, 
P a m e la 
of 
As far Adelphi. 


— 
............ 
L a u r e l v i l l e 
■■■ 
Art Hoselton and son, Joe 
of 
L ancaster were weekend 
guests 
of William Woodruff, 
Laurelville 


Mr. and Mrs. Vein Jinks. 


PAC A nti-T uft 
D rive I m ien* av 


Tully.” Tunney added 
as I know, he's the only 
prize 
s never fighter who ever wrote a novel.** 
Tunney confided that he is not 


reputation in the novel field. Nor, 
he added, 
did 
he 
snatching the 
laurels 


Aslnille Tass 
Wins District 
Speech Contest 


Elal 
ber ol 
Wed rn 
the 
>da\ 


Hen. 4-1 
ishville 
eas pre 


i ch 


“ Gad. I didn't know he even 
had 
any 
brow, 
much 
less 
laurels,” 
the 
reporter 
said, 
showing his ignorance in plain 
daylight. “ Who is H a c k e n- 
schm idt 
and 
can 
you 
spell 
it? ’* 
H ackenschm idt, said Tunney, 
who also 
spelled 
it, 
was 
the 
world’s cham pion w restler 
who 
wrote and published a book 
on 
philosophy around 1912. 
“ The Gorgeous George of his 
d a y ? ” the reporter asked. 
“ No, N o!” said 
Tunney 
em ­ 
phatically. “ H ackenschm idt was 
a real w restler and 
good. 
His 
book was good, too. So good that 
George B ernard 
Shaw plugged 
it.’* 
Shaw, it then turned out, is the 
real reason Tunney isn’t writing , 
a novel about the prize ring and ; 
cham pionship bouts. 
“ Shaw wrote the 
best fiction i 
ever on prize fighters in ‘Cashel j 
Byron’s 
profession,’ ” 
Tunney 
declared, referring 
to 
the 
fa­ 
m ous Shaw novel on the 
prize 


M rs Eddie Boecner entertain- 
contem plate ed her Bridge Club 
W ednesday j CIO un 
from the evening. High was held by M rs 
; M arcellus Young 
by Mrs. Howard 


CLEVELAND, July 13 — The 
Cuyahoga County CJO-Political 
Action C om m ittee is shifting its 
drive to defeat U. S. Sen. Rob­ 
ert A Taft into high gear today. 
C om m ittee m e m b e rs have a l­ 
ready checked the 
registration 
w’ith the board 
of 
elections of 
65.000 of the 90.000 m e m b e rs of 
ns in their a re a in an ef­ 
fort to get all 
union 
m e m b e rs 
Second 
held and their friends to vote “ Mr. 
E gan 
G uest R epublican” out of office. 


Triple Stitched 
Royal Worcester 
FIRESTONE FOAMEX 
CUSHION 
SOLE 
ATO It K 
SHOES 


Other Work Shoes- 
-$3.98, $4.98, $5.98 
Parrett's Store 


P 
S 
GO 
RIGHT 
TO 
MOORE ’ S 


"JC 
girt 
winner 
speaking contest. 
Competing aga 
nine 
Quill 
spec 
on ti 
cams 


m 
a 
ring, and added handsomely 
couldn’t expect to top th a t.’ 
I 


Sep 


s pet- 
con re 
m ach 
Boy 
Speei 
cothe 
Piket< 
away 
les B: 
Bot 
will 
laurel 


dten 


>f 
the 
dis! 


in Bi 


/ * / 
' j' h. 
JonC- 


M 
T 
F 
F 
I 
K 
R 


Q i 
GRIFFITH 


FL00RC0VERIN6 


138 W. Mom St. 
Circleville 


f>yncrtcme 
ie 
vs 
tm 


w ith o u t cutting. 


Only DYHATOHE GWW Y®uu 5‘],’ 


# t),ep Mellow Tons 
More Cs* Mil**** 


. Moi* Power 
• Ut I iMUlUtvoo 
I Double W u p H 


Scott*. 
BRAND NEW 


A ik for 


•• SCUTT U " 
400 sq ft Box • % 95 


1250 sq ft Box - 
195 


jJ500 sq It Beg - 6 85 


N ew Granular Com pound 


Just leaner SC UTL by hand or with a 


Fpreoder a n d get safe, positive destruc­ 
tion of Crabgrass without harm to de­ 


sirable 
grasses, persons or pets. 
No 
mixing, measuring or fussing with spray­ 
ers 
$r UTL 
result of a IO year 


Staff* 
Research program—lawn proven 
rn all sections of the country. 


OIL TYTE 
REBUILT 
Fuel Pumps Piston Rings Carburetors 
For Ford. C hevrolet 
end Plym outh 
Fac­ 
tory list 
pries SS SO 


For S-Cyl. Chevrolet. I"*.0*7 "rf*,Ut 
For 
Restore 
0 rn qq Ford. Chevrolet and 
> ^ 7 0 Plymouth, 


kri Ae low eg 
compression 


ll \ IC IkS I L it m ill T O S T 
ll A It IM \ A K E 
I 07 I, Mom St. 
Phone 136 


A 
W ° ' 
L 
CA U F P r o p e l 
137 W. Main St. — Phone 54 4 
CIRCLEVILLE 


mg, M 
Or a 
Gilmore. 
Miss | 
M argaret Flem ing were Sunday 
afters 
n visitors with Mr. and 
Mrs 
John Flem ing and daugh­ 
ter Susan Beth. 


JOE MOATS 
MOTOR SALES 


159 L . F r a n k lin S t 
P h o n e 391 
DESOTO and 
PLYMOUTH 
S A L E S Si SERVICE 
Use Only The Best In 
fou r Car 
FACTOR f -MADE 
PARTS 


OTHMAN 
DRESS SALE 


At COLLINS' MARKET 


Ca rn pbell'% 


Fancy 
6PEEN BEANS.. . . 
13c 


CELERY HEARTS .... 2 bchs 19c 


RED RADISHES . . . . 2 bchs. 9c 


HARVEST APPLES . .. 2 tbs. 25c 


BANANAS . . . . . . . . 2 iu. 33c 


TOMATO SOUP 
2 - 21c 


CANNED MILK 
— -12c 


HI C ORANGE 


SALAD DRESSING 


46 oz. can 


pt. ja r 


33c 


29c 


MASON JAPS 
d ° 2 q - 77c 
One Dozen Pint Jars—66c 


Ken Down Hawaiian 


Sliced 


P i n c u p p l o 


In Heavy Syrup 


No. 2 * 2 
can 


d i i d d i f 
V 
1 
PURPLE 
PLUMS 


In Heovy Syrup 


No. 2 4 
can 


California 


Fruit 
Cocktail 


Kenny*! Fancy 


N o. 24 
can 


L i p t o n s 
Fresh 
Frostee Dessert Mix 2 -■»- 29c 


White Marshmallows ”»£ 19c 


RASPBERRY JELLY IO oz. glass 25c 


Strawberry Preserves 
33c 


GROUND BEEF...... 
. . lb. 57c 


PORK STEAKS . . . . . . 
. lb. 59c 


FETHEROLF^ LARD ... 5 
lb. 
p a il 59c 


FROZEN LIMA BEANS 
p k g . 29c 


SURE JELL 
2 ,h“- 23c 


FROZEN PEAS 
pkg- 27c 


STORE HOURS M O N D A Y THROUGH FRIDAY, 7:30 TO 8; SATURDAY 7:30 TO IO 
OPEN ALL DAY WEDNESDAY 


G 
O 
U 
. 
I N 
S 
9 
M 
K 
T 
. 


Court end High Sts. 
Free Delivery 
Phone 173 


Thursday, July 13, 1950 
T H E D A I L Y H E R A L D — C IR C L E V IL L E , OHIO 
Rage Nine 
Sales Tax 
Deadline 
' Is July 31 


E xa m in er R o o ke d 
For 3 Days H ere 


All holders of Ohio vendor’s 


William Betts Reelected Chief 
Of Circleville American Legion 


William Betts was reelected 
commander of Circleville’s Hall- 
Adkins post 
of 
the 
American 
Legion Wednesday evening when 
an election was held 
in post 
room of Memorial Hall. 
Other officers 
named 
were, 
first 
vice-commander, 
Robert 
Wallace; second vice-command­ 
er, Robert Moon; adjutant, 
Rob- 
licenses will be required to file ert Friece; finance officer, Rob- 
their next .ales tax returns 
be- ert 
Liston' An una" i™ '« v°‘* 
fore July 31, for the period Jan. 
1 to June 30, 1950, according to 
the Ohio Department of Taxa­ 
tion, division of sales and excise 
taxes. 
To assist vendors with these Bd.Ug Readied 
semi-annuaf reports, an exam- 


went to Blanche Y. Motschman 
for 
post 
chaplain. 
Executive 
committee m em bers 
n a m e d 


Anli-jNoise Law 


iner will be stationed in Pick­ 
away Courthouse all day July 
19, 20 and 21. 
Vendors 
desiring 
assistance 
must present to 
the 
examiner 
all records necessary 
to 
sub­ 
stantiate the figures to be re­ 
ported such as a copy of their 
last report; records of gross and 
exempt sales and a record of 
taxable sales of 41 cents or over. 
Vendors will also be required 
to bring the pink copies of their 
purchase 
orders 
showing 
the 
amounts of 
stamps 
purchased 
during the first half of 1950, or 
have them listed on the reverse 
side of the sales tax form under 
Schedule C. • 
* 
• 


E X A M IN E R S 
WILL 
not be 
able to complete these reports 
without this information. 
Reports must be filed not later 
than July 31 or be subject to the 
$1 a day charge for late filing 
All reports must be filed with 
or mailed to Don H. Ebright, 
treasurer of state, P. 
O. 
Box 
1799, Columbus 15, Ohio. 
If a deficiency is shown on the 
vendor’s return, due to failure to 
cancel sufficient prepaid tax re­ 
ceipts, 
remittance 
should 
ac­ 
company the 
r e p o r t in 
the 
amount of the deficiency, made 
payable to the Trea s u r e r of 
State. 


Patterson Sees 
Short-Lived War 


County Beaches 
37.8 PeL Of 
Bond Quota 


Judge 
William 
D 
Radcliff. 
Pickaway County Savings Bonds 
Chairman, announced Thursday 
that the county has attained 57.8 
percent of its Independence Bond 
Drive quota as of July 1. 
The L rmal accounting period 
ends July 17 with all reports re­ 
ceived by the F ederal Reserve 
on or before next Monday being 
included in final totals. 
County sales of $40,461 up to 
July 1 give it a ranking of 34th 
in the state. Earlier this week it 
was announced that A t h e n s 
County was the first in the state 
to exceed its quota and that the 
state had attained 67 6 percent 
of its quota of $38,839,000. 
The plea for last-minute sales 
and reports by issuing agents 
was made once more by Judge 
Radcliff. 
“ Despite 
the many Savings 
Bonds drives,” he 
said, 
“ we 
have found that manv bond buy- 
agents are unaware that a brief 
accounting 
period 
always fol­ 
lows the formal closing of the 
drive. This year the accounting I 
period mds July 17.” 


NEW YORK, July 13— Former 
Secretary of War Robert P. Pat­ 
terson predicts the North Kor­ 
ean Communists will be driven 
back to the 38th Parallel bound­ 
ary within six months. 
Returning from a month-long 
trip to Europe, 
Patterson told 
newsmen, 
‘when you suddenly 
plunge into action there may be 
days and even weeks before you 
get the situation in hand But I 
have no doubt of the outcome. 
You throw in what troops you 
have available and the job then 
is to reinforce them immediate­ 
ly.” 


were Gerald Melvin and E. C. 
E bert Sergeants-at-arms 
were 
M ark Coffland and Harold Huff­ 
man. Ebert was named county 
commander. 
Jam es P. Shea gave a report 
of the Drum and 
Bugle 
Corp 
election. Officers are: Comman­ 
der, John Simison; finance offi-, 
cer, Shea; drill officer, Robert 
Liston; drill lieutenant Jim Pick- 
el; supply , officer, George Hel- 
wagen; musical director, 
Rob­ 
ert Grubb; assistant musical di­ 
rector, C. J. Southworth; trust­ 
ees, Carl Radcliff, Jam es Mor­ 
rison and Fred Boggs. 
Newly-elected post offi c e r s 
will be installed at a joint instal­ 
lation ceremony in 
the 
Chilli- j 
cothe Armory Sunday, July 23, 
Dayton ! at 1:30 p. m. This ceremony will 
be sponsored 
by Ross County 
Post. Principal speaker will be 
Milo J. Warner, 
past 
national 
mem- 
m em ­ 
bers of the auxiliary are invited 
to this public installation. Fol­ 
lowing the services, a buffet din­ 
ner will be served. 
Plans were formulated at the 
Wednesday meeting for housing 
and transportation for the Drum 
and Bugle Corp to attend the de­ 
partm ent of Ohio convention be­ 
ing held in Cleveland, Aug. 5, 6, 
and 7. This will be the only mus­ 
ical marching unit from District 
Seven in the parade which will 
be held Sunday afternoon Aug. 
6. Local delegates attending this 
convention will be Robert Wal­ 
lace, Blanche 
Y. 
Motschman. 
Reynold Greene, W ili.am Betts 
and E C. Ebert. 
Legion posts in District Seven 
have been contacted by the dis­ 
trict officers to assist with funds 
to transport the drum corp to 
Cleveland for the parade. 
The 
local Legion post will defray ex­ 
penses not covered in the fund 
drive. 


AFL-CIO U nity 
{Armco Ready 
Talks Booked 
i 
p 
« 
' 


WASHINGTON, July 13-A FL 
1 
and CIO will begin joint talks 
July 25 looking toward eventual 
m erger of the two labor organ­ 
izations. 
Starts Trouble 


MIDDLETOWN, J u l y 13 — 
Armco Steel Corp. began its 51st 
Proposals for the new discus- : year today with a pledge from 
! its board chairm an that it could 
sions were first made by CIO 
President Philip M urray l a s t 
Spring. He suggested that the la­ 
bor groups: 
1. Explore the possibility for a 
united front by all U. S. labor in 
economic, legislative and polit­ 
ical m atters. 
2. Exam ine the prospects for 
eventual “ organic” unity. 


DAYTON, July 
13 
city fathers don’t want Dayton- 
ians to answer the voices from 
heaven. 
For the voices, in this in- commander. All 
Legion 
stance come from loud speaker- bers, their families and 
equipped airplanes which have 
been droning over the city en­ 
treating citizens to buy this or 
that product. 
So the 
city commission has 
scheduled for passage 
Monday I 
an anti-noise 
ordinance 
which 
will, for the most part, ban the 
use of sound amplification equip­ 
ment from aircraft. 
Also to come under the pro­ 
posed bar would be the "Holly­ 
wood-type muffler” on cars and 
I the "tooting of horns of cars of 
wedding parties.” 


Ice Saw Cuts 
O ff Man‘s Leg 


COLUMBUS, July 13—William 
Parker, 
29-year-old 
Columbus 
man, is in serious condition to­ 
day as the result of the am puta­ 
tion of his right leg last night 
when he fell against an ice saw 
The mishap occurred 
at the 
Murray City Coal and Ice Co 
plant where Parker slipped on 
the wet pavement. He was tak­ 
en to White Cross hospital. 


“ convert to war production in a 
m atter of days” if a global con­ 
flict comes. 
Charles R. Hook, chairm an of 
Armco’s board of directors, told 
newsmen 
late 
yesterday 
that 
full w ar production could start 
"practically overnight.” 
Hook, who was celebrating his 
70th birthday, declared that by 
“ overnight” he meant days and 
not weeks. He said: 
“ The 
entire steel industry 
could convert very fast a n d 
the moment there is any ques­ 
tion about Russian intentions, 
Armco would be ready. 
“Tools to produce the heavy 
plate necessary for war are on 
hand in most 
of the 
nation’s 
steel plants and it would reqiire 
only a few days to get them into 
production. We would be in a 
much better position than at the 
beginning of World War II when 


we were caught short of plate- j 
making equipment.” 
Hook, Armco President W. W. I 
Sebald and other company offic­ 
ials played host yesterday to ap- j 
proximately 50,000 people at a 
golden anniversary celebration. 
The nation’s seventh-ranking 
steel producer furnished 150,000 
hot dogs, 100.000 ice cream bars 
and uncounted cold drinks to the 
community where it was found­ 
ed on July 12, 1900. 


More widowers 
than widows 
rem arry, a study shows. Within 
five years after the 
loss of a 
m ate by death, one-half of 
the 
men have rem arried, only 
one- 
fourth of the women. 


Salmon 


K E N DAW N 
1-lb. can ............................ O nly 


Crust-Quick Deal 
2 
27c 
Cabbage 
**• 5c 
Glitt’s Grocery & 
Meat Market 


Free Delivery 
Franklin at M ingo 
Phone 709 


Cenct 25% 
D. D. T. CONCENTRATE 
WATER SOLUBLE 


Add 
M»g9«»t«d 
qwantfti** 
«a*tr to prodvc.: 


1. 
tM id u a l 
actio* 
Ip f.y 
‘a# 
bm dinfi, bami, ‘alt*, 
•*c. 
li» * ila tk tp ray f t diroct 
o p p ' 
to cottio. 
liv o »ieck d ip . 
Speer 
*or a p p l i c a t i o n t o 
*opo»ot on. 


Con vtm tn f and 


i t o n c m c o / 


FOR CRAWLING INSECTS USE 


T E N S I T E 


Anotbar gu*r«nt.«d Canol Product 


CIRCLEVILLE 


DRUGS 


( j O / f t d l f l / CO. this knife 
\ 
— 
™ 


€ 


HAVING 
A 
PICNIC? 


Home M ad e 
Potato Salad 
* 39c 


Home M ode 
Ham Salad 
">• 59c 


D utch L oaf, P ick le Loaf, Spiced L uncheon 
M inced H am or C h eese L o a f .................... 
lb. j W 
f 


Deans Potato Chips 


69c, 39c, 25c, 10c, 5c 


THE 
SWEET SHOP 


210 1. M IL L ST. 
P H O N E 283 


Let us give you this handy, stainless 


Fruit and V e ge to b ie Knife |u*» for 


com ing in to tee the NEW Gibson 


New 
gym * g 
u tb sa n 


R 
E 
F 
R 
I 
G 
E 
R 
A 
T 
O 
R 


WITH NEVER-SEEN-BEfORE FEATURES 


• F O O D -S A V IN G F R E tZ R LOCKER 


• CONVENIENT FRESHNER SHELF 


• FINGERTIP BUTT’RV 


• SUPER-MARKET SW IN G R CRISP R 


• COLD FROM TOP TO TOE 
Cfl this Gift Set... 


GIBSON MODEL 1100 $ 2 9 9 9 5 


The spotlight is on extra value with this big, 


beautiful 11 cubic foot Gibson. Top to toe design 


gives you extra cold storage . . .Gibson features 


give you extra convenience ond economy you never 


dreamed of before. Find out how easily you con 


awn this beautiful Gibson PLUS the two exclusive 


gift sets. 
Ail for Only Peonies a Pay f 


COME IN TODAY! 


14-PIECE REFRIGERATOR SET 


Everything you need ta keep foods 
better in your Olbsen. In bright red, 
refreshing yellow and pearlescent 
plaitU. 
GJT this Cutlery 


1 2 - p i e c e 
SET 


The finest quality V anadium Steel 
knives you’ve ever seen — • a special 
kn lfa for evary cutting job in your 
kitchen •— hand honed for lasting 
sharpness. 


139 W. M A I N 


PHONE 105 


MURPHYS MANAGER'S 
VALUE WEEK 


Saturday, July 15 to Friday, July 21 


Fresh 
Tasty 
SUGAR 


WAFERS 


2 
7 
* ». 


Boxed 
80 Count 
PAPER 


NAPKINS 


2 b o x e s l 7 


Card O f 
100 
BOBBY 


PINS 


1 
7 
c 


Large Can 
Scented 
TALCUM 


POWDER 


7 
c 


White Purses, formerly $1.89 . . 99c 


Divisional 
Plastic 
PICNIC 


PLATES 


3 
for * 1 0 0 


Single 
Strand 
PEARL 


NECKLACES 
13° plus tax 


Cool 
Seamless 
MESH 


NYLONS 


6 
7 
* pair 


Stamped 
M uslin 
PILLOW 


CASES 


4 
7 
* 


Plastic Drapes, solid colors . . pr. 67c 


Ribbed 
C uff 
MISSES' 


ANKLETS 
15* 


Childrens 
Cottor\ 
DIRNDLE 
SKIRTS 
4 7 
c 


Regular 69c 


Full Sixe 
Chenille 
BED 


SPREADS 


m 
s 


M e n ’s 
Small, Medium, Large 
POLO 


SHIRTS 
7 7 


A nd LooK At These: 


Children's Straw Hals 
. 
. 
. 
39c 


Boys' Play Shorts 
. 
. 
. 
. 
47c 


Men's Overalls 
. 
. 
. 
. 
$1.50 


Felt Rugs, reg. 29c 
. . 
. 
. 
15c 


Absorbent Dish Towels 
. 
. 
6 for 98c 


Children's Training Pants 
. 
. 
17c 


Popular Records, overstocked 
. 
49c 


Nic Nac Novelties 
. 
. 
. 
. *9c 


Umbrellas, colored plastic . . . $1.77 


Dinnerware Set, 20 pc. 
. 
. 
$2.49 


Trouser Creasers 
. 
. 
pr. 49c 


G. C. MURPHY CO. 


Circleville's Friendly Store 
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Sales Tax 
Deadline 
Is July 31 


Examiner Rooked 
For 3 Days Here 


All holders of Ohio vendor’s 
licenses will be required to file er* F'riece; finance officer, Rob­ 
ert Liston. An 
unanimous vote 


William Betts Reelected Chief 
Of Circleville American Legion 


W illiam Betts was 
reelected j were Gerald Melvin and E . C. 


commander of C ircleville^ Hall- I Eb ert 
Sergeants-at-arms 
were 
of 
the 
American M ark Coffland and Harold Huff- 
Adkins post 
Legion Wednesday evening when 


an election 
was 
held 
in 
post 
room of Mem orial Hall. 
Other officers 
named 
were, 
first 
vice-commander, 
Robert 
W allace; second vice-command­ 
er, Robert Moon; adjutant, Rob- 


their next sales tax returns be­ 
fore Ju ly 31, for the period Jan, 
I to June 30, 1950, according to 


the Ohio Department of Taxa­ 


tion, division of sales and excise 
taxes. 
To assist vendors with these 
semi-annual reports, an exam ­ 
iner will be stationed in Pick­ 
away C ourthouse all day July 
19. 20 and 21. 


Vendors 
desiring 
assistance 
must present to 
the 
examiner 
all records necessary 
to 
sub­ 
stantiate the figures to 
be re­ 
ported 
such as a copy of their 
last report; records of gross and 
exempt sales and a 
record 
of 
taxable sales of 41 cents or over. 
Vendors will also be required 
to bring the pink copies of their 
purchas* 
orders 
showing 
the 
amounts of 
stamps 
purchased 
during the first half of 1950, or 
have them listed on the reverse 
side of the sales tax form under 
Schedule C. 
• 
• 
• 
EXAMINERS 
WILL 
n t 
be 
able to complete these reports 
without this information. 
Reports must be filed not later 
than Ju ly 31 or be subject to the 
$1 a day charge for late filing 
All reports must be filed with 
or mailed to Don 
H. 
Ebright, 
treasurer of state, P. 
O. 
Box 
1799, Columbus 15, Ohio. 
If a deficiency is shown on the 
vendor’s return, due to failure to 
can eel sufficient prepaid tax re­ 
ceipts, 
remittance 
should 
ac­ 
company the 
r e p o r t 
in 
the 
amount of the deficiency, made 
payable to the Trea s u r e r of 
State. 


went to Blanche Y. Motschman 
for 
post 
chaplain. 
Executive 
committee members 
n a m e d 


i Anti-Noise Law 
Bein" Readied 


D A YTO N , Ju ly 
13 — Dayton 
city fathers don’t want Dayton- 
ians to answer the voices from 
heaven. 
For 
the 
voices, 
in this 
in­ 
stance come from loud speaker- 
equipped airplanes which have 
been droning over the city en­ 
treating citizens to buy this or 
that product. 
So the 
city 
commission 
has 
scheduled for passage 
Monday 
an anti-noise 
ordinance 
which 
will, for the most part, ban the 
use of sound amplification equip­ 
ment from aircraft. 
Also to come under the pro­ 
posed bar w'ould be the ‘’Holly­ 
wood-type m uffler” on cars and 
the ‘‘tooting of horns of cars of 
wedding parties ” 


Patterson Sees 
Short-Lived \X ar 


County Reaches 
57.8 Pet Of 
Bond Quota 


Judge 
W illiam 
D 
Radcliff. 
Pickaw ay County Savings Bonds 
Chairman, announced Thursday | 
that the county has attained 57 8 j 
percent of its Independence Bond 
Drive quota as of Ju ly I, 


The lo rmal accounting period I 
ends Ju ly 17 with all reports re- ’ 
ceived by the Federal Reserve 
on or before next Monday being 
included in final totals. 
County sales of $40 461 up to ; 
Ju ly I give it a ranking of 34th I 
in the state. Earlier this week it 
was announced that 
A t h e n s 
County was the first in the state 
to exceed its quota and that the 
state had attained 67 6 percent 
of its quota of $38 839,000. 


The plea for last-minute sales 
and reports 
by issuing agents 
was made once more by Judge 
Radcliff. 


‘‘Despite 
the 
many 
Savings 
Bonds drives,” 
he 
said, 
“ we 
have found that manv bond buy- 
agents are unaware that a brief 
accounting 
period 
always 
fol­ 
lows the formal closing of the ! 
drive. This year the accounting » 
period *nds Ju ly 17.” 


N E W Y O R K , Ju ly 13— Form er 
Secretary of W ar Robert P. Pat­ 
terson predicts the Not th 
Kor- j 
ean Communists will be driven 
back to the 38th Parallel bound­ 
ary within six months. 
Returning from a month-long i 
trip to Europe, 
Patterson told j 
newsmen, “ when you suddenly I 
plunge into action there may be ; 
days and even weeks before you 
get the situation in hand. But I i 
have no doubt of the outcome. 
You throw in what troops you 
have available and the job then 
is to reinforce them immediate­ 
ly.” 


Cene/ 25% 
D. D. T. CONCENTRATE 
WATER SOLUBLE 


t i 
\3 


• . i i J. I *• ■'*<* »b*ar *•* 
appl (o ' o- ta cat*!#. 
fMr* I* J. lit# I'tdl dip. 


*a*ptp»ipp. 


C o n v e n ie n t e n d 
etenomital 


FOR CRAWLINS INSECTS USE 


T E N S I T E 


Another guo**nttod Conol Product 


CIRCLEVILLE 


H A V I N G 
A 


P I C N I C ? 


H om e M o d e 
Potato Salad 
«• 39c 


H om e M o d e 
Ham Salad 
» 59c 


Dutch Loaf, Pickle Loaf, Spiced Luncheon 
Ef\ 
Minced Ham or Cheese L o a f..................... lh. 
j W 
f 


Deans Potato Chips 


69c, 39c, 25c, 10c, 5c 


THIE 
SWEET SHOP 


210 I. M IL L ST. 
P H O N E 283 


man. Eb ert was named county 
commander. 


Jam es P. Shea gave a report 
of the Drum and 
Bugle 
Corp 
election. Officers are: Comman­ 
der, John Simison; finance offi-, 
cer, Shea; drill officer, Robert 
Liston; drill lieutenant Jim P ick ­ 
ed supply* officer, George Hel- 
wagen; musical director, 
Rob­ 
ert Grubb; assistant musical di-, 
rector, C. J. Southworth; trust­ 
ees, Carl Radcliff, Jam es M or-* 
rison and Fred Boggs. 
Newly-elected post offi c e r s 
will be installed at a joint instal­ 
lation ceremony in 
the 
Chilli- j 
cothe Arm ory Sunday, Ju ly 23, 
at 1:30 p. rn. This ceremony will 
be sponsored 
by 
Ross County 
Post. Principal speaker will be 
Milo J . Warner, 
past 
national 
commander. All 
Legion 
mem­ 
bers, their families 
and mem­ 
bers of the auxiliary are invited 
to this public installation. 
Fol­ 
lowing the services, a buffet din­ 
ner will he served. 


Plans were formulated at the 
Wednesday meeting for housing 
and transportation for the Drum 
and Bugle Corp to attend the de­ 
partment of Ohio convention be­ 
ing held in Cleveland, Aug. 5, 6, 
and 7. This will be the only mus- 
! leal marching unit from District 
Seven in the parade which will 
be held Sunday afternoon Aug. 
6. Local delegates attending this 
convention will be Robert Wal- 
: lace, Blanche 
Y. 
Motschman, 
1 Reynold Greene, W illiam Betts 
and E C. Ebert. 


Legion posts in District Seven 
have been contacted by the dis­ 
trict officers to assist with funds 
to transport the drum corp to 
Cleveland for the parade. 
The 
local Legion post will defray ex­ 
penses not covered in the fund 
drive. 


AFL-CIO Unity 
Talks Booked 


W A SH IN G TO N , Ju ly 13—A F L 
and CIO will begin joint talks 
Ju ly 25 looking toward eventual 
merger of the two labor organ­ 
izations. 
Proposals for the new discus­ 
sions were first made by CIO 
President Philip M urray 
l a s t 
Spring. He suggested that the la­ 
bor groups: 
1. Explore the possibility for a 
united front by all U. S. labor in 
economic, legislative and 
polit­ 
ical matters. 
2. Exam ine the prospects for 
eventual “ organic” unity. 


Ice Saw Cuts 
Off Man's Leg 


C O LU M BU S. Ju ly 13— W illiam 
Parker, 
29-year-old 
Columbus 
man, is in serious condition to­ 
day as the result of the amputa­ 
tion of his right leg last night 
when he fell against an ice saw 
The mishap occurred 
at 
the 
M urray City Coal and Ice Co. 
plant where Parker slipped 
on 
the wet pavement. He was tak­ 
en to White Cross hospital. 


Armco Ready 
In Lase Joe. 
Starts Trouble 


M ID D LET O W N , 
J u l y 13 — 
Armco Steel Corp. began its 51st 
year today with a pledge from 
its board chairm an that it could 
“ convert to war production in a 
matter of days” if a global con­ 
flict comes. 
Charles R. Hook, chairm an of 
Arm co’s board of directors, told 
; newsmen 
late 
yesterday 
that 
I full w ar production could start 
j “ practically overnight.” 
Hook, who was celebrating his 
| 70th birthday, declared that by 
“ overnight” he meant days and 
j not weeks. He said: 
“ The entire steel industry 
could convert very fast a n d 
the moment there is any ques­ 
tion about Russian intentions, 
Armco would be ready. 


“ Tools to produce the heavy 
plate necessary for war are on 
hand in most 
of 
the 
nation’s 
steel plants and it would reqiire 
only a few days to get them into 
production. We would be in a 
much better position than at the 
beginning of World W ar II when 


we were caught short of plate- 
making equipment.” 


Hook, Armco President W. W. 
Sebald and other company offic­ 


ials played host yesterday to ap­ 
proximately 50,000 people at a 
golden anniversary celebration. 
The nation’s 
seventh-ranking 
steel producer furnished 150,000 
hot dogs, 100.000 ice cream bars 
and uncounted cold drinks to the 
community where it was found­ 
ed on Ju ly 12, 1900. 


More widowers 
than 
widows 
rem arry, a study shows. Within 
five years after the 
loss 
of 
a 
mate by death, one-half of 
the 
men ’nave rem arried, only 
one- 
fourth of the women. 
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Crust-Quick Deal 
2 K:'.' 27c 


Cabbage . . . . . . . . . 
Lb 5c 
Glitt’s Grocery & 
Meat Market 


Free Delivery 
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Phone 709 
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W I T H NEVER-SEEN-BEFORE F E A T U R E S 


• POOD-SAVING P R IE X ! LOCKER 


• CONVENIENT FRISH NER SHELF 


• FINGERTIP BUTTRY 


• SUPERMARKET SW ING R CRISP ! 


• COLD FROM TOP TO TOE 
CCI this Gift 
••• 


GIBSON MODEL HOO $2 9 9 ” 


The spotlight is on extra value with this big, 


beautiful 11 cubic foot Gibson. Top to toe design 


gives you extra cold storage . . .Gibson features 


give you extra convenience ond economy you never 


dreamed of before. Find out how easily you con 


own this beautiful Gibson PLUS the two exclusive 


gift sets. 
Att for Only Pennies a Poy / 


COME IN TODAY! 


c*»‘* 


14-PIECE REFRIGERATOR SH 


Everything you need to keep foods 
better in your Gibson, in bright red, 
refreshing yello w and peerlescent 
plastic. 


CCT this Cutlery 


J 
12-PIECE 
SET 


The finest q u ality Vanadium Steel 
knives you've ever seen — » a special % 
knife for e ve ry cutting job In your 
kitchen —- hand honed for lasting 
sharpness. 


j 
^ 
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139 W. M AIN 


PHONE 105 


MURPHY'S S S 
VALUE WEEK 


Saturday, July 15 to Friday, July 21 


Fresh 


Tosty 
SUGAR 


WAFERS 


2 7 * it. 


Boxed 


80 Count 
PAPER 


NAPKINS 


2 b o x e s 1 7 * * 


C ard O f 


IOO 
BOBBY 


PINS 


1 7 c 


Large C an 


Scented 
TALCUM 


POWDER 


J C 


While Purses, formerly $1.89 
. . 99c 


Divisional 


Plastic 
PICNIC 


PLATES 


3 
for * 1 ° ° 


Single 


Strand 
PEARL 


NECKLACES 


l « ) r Plus tax 


Cool 


Seam less 
MESH 


NYLONS 


( 5 7 * Pair 


Stam ped 


M u slin 
PILLOW 


CASES 


4 7 * 


Plastic Drapes, solid colors . . pr. 67c 


Ribbed 


C u ff 
MISSES' 


ANKLETS 


1 5 * 


Children I 
C o tto n 
DIRNDLE 
SKIRTS 


4 7 * 
R egular 69c 


Full Six# 


Chenille 
BED 


SPREADS 


mr 


M e n s 


Sm all, M ed iu m , Large 
POLO 


SHIRTS 
77 ‘ 


.■Iliff 
L o o L 
A E 
T h e s e ! 


Children's Straw Hats 
. 
. 
. 
39c 


B o ys'Play Shorts 
. 
. 
. 
. 
47c 


Men's Overalls 
. 
. 
. 
. 
$1.50 


Fell Rugs, reg. 29c 
. 
. 
. 
. 
15c 


Absorbent Dish Towels 
. 
. 
6(or 98c 


Children's Training Pants 
. 
17c 


Popular Records, overstocked 
. 
49c 


Nic Nae Novelties 
. 
. 
. 
. 
‘ 9c 


Umbrellas, colored plastic . . . $1.77 


Dinnerware Set, 20 pc. 
. 
. 
$2.49 


Trouser Creasers 
. 
. 
pr. 49c 


G. C. MURPHY CO. 


Circleville*! Friendly Store 
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Pig Sneeze 
May Be Tip 
On Disease 


Hest I rises ( lo se 
ll at e h O n P o r k e r s 


It pigs sneeze frequently and 
their snouts later become push* 
ed-in or twisted, swine growers 
should be on their guard. 
Larry Rest. Pickaway Coun­ 
ty agricultural agent, 
s a i d 
Thursday that such conditions 
may point to a serious disease 
problem in pork herds. 
He pointed out that the Ameri­ 
can Foundation for 
A n i m a l 
Health has found that excessive 
sneezing, coughing and a pecul­ 
iar look to pigs’ tacos may mean 
an outbreak of infectious rhini- 
tis. The malady appears to be 
spreading, authorities say. 
‘'Infectious rhinitis does 
not 
kill many 
a n i m a l s 
outright.” 
the local agent reports, “but it 
may stop gains to the 
p o i n t 
where hog raising is no longer 
profitable. Even 
well-fed 
pigs 
fail to put on weight. 


* 
* 
* 
“IN. MANY IN S T A N C E S. 
farmers have mistaken 
infect­ 
ious rhinitis for ‘bull-nose.* The 
two conditions appear similar, 
but bull nose starts from an in­ 
jury, and infection 
with barn­ 
yard germs. It is not contagious. 
“ Infectious rhinitis, however, 
is caused by a disease organ­ 
ism. possibly a virus, 
w h i c h 
stays in a 
herd 
season 
after 
season. 
“ If owners suspect infectious 
rhinitis, they should get an im­ 
mediate 
veterinary 
diagnosis. 
Prompt control measures are of 
major 
importance 
in 
holding 
down losses.” 


TV-Radio Programs 


Programs listed in the follow ing television log contain errors 
doily, the fault resting entirely with broadcasters and not 
with The Herald. Intent of this newspaper is to provide a c­ 
curate information for subscribers, but finds this impossbile 
so for as the three Colum bus television stations are concern­ 
ed. The programs printed are assembled from inform ation 
sent out by the Colum bus stations and are not to be regarded 
seriously. Com plaints about inaccuracies in program listings 
should be mode to the broadcasting stations and not to The 
Herald. 
Television 


Day ton ( hecks 
Prison Roster 
f or Lon"-Termers 


DAYTON, July 13—Montgom­ 
ery County jail officials initiated 
a census count system today to 
avoid any repetition of t h e i r 
“ forgotten m an” incident. 
County 
Prosecutor 
Mathias 
Hick ordered the census count 
of prisoners to “ prevent anyone 
being in jail an unreasonable 
time without trial or disposition 
of his case.’1 
Heck’s order followed a dis­ 
covery that Edward Delaney of 
Day ti n was held in the jail five 
months without trial. 
Delaney was arrested last Feb­ 
ruary on a charge of operating a 
car without the owner’s consent. 
He was unable to post bond and 
was assigned to the county jail 
pending disposition of his case. 
Because of a crowded court 
docket, however, his case went 
unnoticed until Delaney was re­ 
leased Saturday because of ill­ 
ness and attempts were made to 
have him admitted to the Miami 
Valley hospital. 
Heck said the new count will 
show at all times how long pris­ 
oners have been in jail. He said 
particular attention will be giv­ 
en to prisoners held without bail 
or who are unable to post bond. 


Marion Offers 
Special Timms’ 
MARION, July 13—-In Marion, 
it pays to be prom pt—75 cents 
per hour, in the case of parking 
violations. 
Marion city council passed an 
emergent y ordinance yesterday 
i ailing for a 25-cent fee for over­ 
time parking if the fine is paid 
within the first hour after the 
violation is noted. 
The fee will rem ain the same 
as at present which is one dol­ 
lar, if paid aft* :• tnt t u at hour 
f dowing receipt 
of 
a 
traffic 


THURSDAY 
WBS STV 
(Channel IO) 
2 55—Prog, am Preview s 
ll Ihi—— Iit , t m aker's Exchange 
3:30- M is 
/.a n e s Kitchen 
4:00—TV Topics 
4 30—Sharp Com ments 
5:00—Blackie the Crayon 
6 0— E arly Worm 
6.25— Boger Nelson 
6:30—News 
6:45—Chet Long 
7:00—L et’s Explore Ohio 
7:15— Film 
7.30— Sports 
8:00—M orey A m sterdam 
8 30—Cincinnati Reds 
ll :00- W eatherm n 
1 1 ; IO—N iteeappers 
WLW-C 
(C hannel 3 
10:55—N ew s 
ll-OO—H aystack Hullabaloo 
12:00— Fifty Club 
1:00—M agic Telekltchen 
2 30—T radin' Post 
2:30—Tradin* Post 
3:00—Shopping Guide 
3:45—Teen Canteen 
4:00—TV Rangers 
4:30— Howdy Doody 
5:00—G eneral Store 
5:30—M eetin' Time 
6.00—Ransom Sherm an 
6:30—Little Show 
6:45—News 
7:00—Get On the Line 
8 OO—Star Revue 
9:00—H arness Races 
9:30—Table For Two 
10: OO— Bro a d w ay Openhouse 
ll :00—New s 
ll :05—Sports 
11:10—Say It With Music 
11:45—News 
WTVN 
(Channel 6) 
9 :35—News 
9:55—Cartoon 
10:00— Dad s Alm anac 
11 :00—New s 
11:05—Shop at Home 
Noon—News 
12 05— Melody M atinee 
1.00—P antry P arty 
2.00—Quiz 
2:30—Tele Classroom 
3:00—Gall Our Bluff 
3:30—Carnival of Music 
4:30—Film 
5:00—W estern 
6 00—Captain Video 
6:3b—Lone Ranger 
7 OO—Stop the Music 
8:00—D ad’s Grocery 
8 30—T h. Ruggles 
9:00— Roller Derby 
10 15— High and Broad 
10:45— Film 
11:00—News 
11:05— B a seball 
11:15—News 
FRIDAY 
WLW-C 
(Channel 3) 
10:55—News 
11 .OO— Haystack Hullabaloo 
12 OO—Fifty Club 
1:00—Magic Telekitchen 
2 OO—Tuneshop 
2 30—Tradin* Post 
3:00—‘-hopping Guide 
3:45—Teen Canteen 
4:00—TV Rangers 
4:30— Howdy Doody 
5:00—G eneral Store 
5:30—M eetin’ Tim e 
6:00— Ransom Sherm an 
6:30—Outdoors in Ohio 
6:45—News 
7:00—Magic Slate 
7:30—We, The People 
8:00—V ersatile V arieties 
8:30— The Clock 
I 9:00—Sports 
9 30— Let's Explore Ohio 
9 45— Trotting Races 
10:00— Broadway Open House 
ll ’OO—News 
11 05—Sports 
11:10—Cowley Cavorts 
12:00—News 
WTVN 
(Channel «) 
10:00—Dad s Alm anac 
ll:OO—News 
11 . OS—Shop at Home 
Noon—News 
12:05—Melody vlatinee 
LOO—Pantry P arty 
2 :00—Q laze roo 
2 30—Tele-Classroom 
3:00—Call Our Bluff 
3:30—C arnival of M usic 
4: JO— Film 
5: oo—T heatre 
ti:OO—Captain Video 
6:30— Musically yours 
6 SO—Sports 
7:00—My True Story 
7:30—M r. and Mrs. 
7: IS—Film 
b oo— Ranch House 
8 30—Tin Pan Alley 
9:00—Lone Ranger 
9:30— Nut Chih 
IO OO—Roller Derby 
I 15 -H igh and Broad 
i 1:45— Film 
12:00—News 
12 os—Baseball Scoreboard 
12: IO—News 


WBNS-TV 
(C hannel IO) 
2:00— C incinnati R eds 
4:30— S h arp C om m ents 
5:00— B lackie the Crayon 
* OO—E a rly W orm 
6:25— R oger N elson 
6 30— N ew s 
6:45—C het Long 
7:00— We T ak e Y our W ord 
7 :30— M y stery 
8: (K)— Songs for Sale 
9. OO—C a m p o ree 
9 30—C apitol Cloakroom 
10 00— W eath erm an 
10:10— R ecords 
10 50—Don W inslow 
11 :00— N ite c a p p e rs 
RadiI O 


TH U R SD A Y 
6:00 
N ew s—nb c, N ew scast—cb*. 
6:15 
S p o rts: 
M usic T im e— nbc; 
D is­ 
c u ssio n —chs. 
6:45 
N ew s—chs; N ew scast by T h re e 
—nbc. 
7:00 
G a rry M oore—chs; N ew s— m b s; | 
One 
M an ’s 
F a m ily —ab c; 
N ew s 
and 
C om m ent a ry —abc. 
7:15 
N ew s—nbc; 
D aily C o m m e n ta ry I 
—abc. 
7:30 
M usic T im e— nbc; 
N ew s— m bs- 
C o u rte r Spy— abc. 
8:00 
Q uick and D ead —nbc; C a lifo r­ 
nia C a ra v a n —m b s; G reg o ry Hood C ase 
—abc; 
F B I in P e ace and W 'ar—chs. 
8:30 
F a th e r K now s B est—nbc; 
M r. 
K eene— tb s . B londie— abc; 
V i n c e n t 
L o p er— nibs. 
8:55 
N ews— m bs 
9:00 
C ass 
D aley —nbc; 
S uspense— 1 
chs; 
A m a te u r Show —abc; 
L im e ric k — ' 
m b s. 
9:30 
C rim e P h o to g ra p h e r—chs; O ut- 
f y s T a v e rn —nbc*; 
M r. 
F e a th e r's S kit 
—mb*. 
9:45 
R obert M o n tg o m ery — abe. 
10:00 
D rag n et — nbc: 
A uthor M eets 
C ritic s—abc. C o m m e n ta ry — m bs; Jo h n - ! 
ny D o lla r—cbs. 
10:30 
S ara B e rn er D etectiv e — nbc: 
H ollyw ood T h e a tre — cbs; 
D an ce 
B and 
T im e— m bs. 
FRIDAY 
6.00 
N ew s—nbc, N ew s— cbs. 
6:15 
S ports; 
M usic T im e—nbc: D is­ 
cu ssio n —cbs. 
6:45 
N ew s—nbs; N ew s—cbs. 
7:00 
G a rry M oore—cb s; 
O ne M a n ’s 
F a m ily —nbc; N ew s- abc; N ew s—m bs. 
7:15 
N ew s—nbc; Ja c k S m ith — cb s; 
Com en t a ry —abc. 
7 30 
Lone R a n g er—abc; M usic—nbc; 
N ew s—m bs. 
7:45 
N ew s—nbc; N ew s—cbs; I Love 
a M y stery —m bs. 
8:00 
Cloud 
N ine—cbs: 
S ta rs 
a n d 
S ta rte rs —nbc; 
B an d stan d 
USA—m b s. 
F a t M an D etective— abc. 
8:30 
T his Is F B I—abc: W e th e P e o ­ 
p le —nbc 
9:00 
D ra m a —nbc; 
Up F o r P a ro le__ 
cbs; A ir F o rc e—m bs: T hird M an—abc. 
9:30 
M eet the P re ss—nibs; T he S h e r­ 
iff— ab c, 
C onfidentially 
Y ours — nbc; 
B ro a d w a y 's My B e a t—cbs. 
9:55 
S p o rts— abc. 
10:00 
S alesm a n — abc; R ex A llen — 
cbs; C o m m e n ta to r—m bs; W anted—nbc. 
10:30 
D ance B and — m b s; 
S p o rts— ■ 
n bc. S p o rts—ab c; C ap ital C loakroom — 
cbs. 
IO:45 
P ro and Con—nbc. 


Enlistees Flunk 
Army I (J Test 


NEW YORK, July 13 — The 
high intelligence required of to­ 
day’s Army recruits has disqual­ 
ified 51 percent of the young men 
from the New York 
area who 
have attempted to enlist since 
the outbreak of war in Korea. 
Army and 
Airforce 
officials 
said only 49 percent of the 591 
men given mental examinations 
w ert able to 
score 
a 
passing 
mark of 90. A spokesman for the 
Army said the test is “ difficult” 
but predicted it will be made j 
easier if the fighting is prolong­ 
ed. During World War II, intelli­ 
gence m arks of 50 to 70 were 
passed. 


About seven times 
as 
many 
people have been killed in acci- 
• dents in the United States since 
i Armistice Day, 
1918, 
as were 
j killed in both World Wars. 


Elizabeth Due 
For New Baby 
About Aug. 20 


LONDON, July 13 — British 
court circles 
said 
today 
that 
Princess Elizabeth’s 
s e c o n d 
baby wil1 be born in her London 
residence, C l a r e n c e House, 
about Aug. 20. 
All plans have been complet­ 
ed and a room has been readied 
for Sister Helen Rowe, who was 
the midwife-nurse at the birth of 
Prince Charles. 
Rumors that the baby would 
be born in Scotland are now con­ 
sidered 
unfounded 
Princess 
Elizabeth, friends say. is deter­ 
mined to have her second child 
in her own home. 
The rumors that the child 
would be born 
in 
Balmoral, 
Scotland, spread because King 
George VI and Queen Eliza­ 
beth have not yet announced 
the date they will go to Bal­ 
moral. 
They generally go about Aug. 
6 as the king likes to be there a 
day or two ahead of 
the 
lith 
when grouse shooting begins. 
Queen Elizabeth will probably 
come to London for a few days 
to attend the 
birth. 
Elizabeth, 
Charles and the new baby will 
go to Balmoral as soon as possi­ 
ble afterwards. 
Prince Philip, Duke of Edin­ 
burgh. will arrive home on leave 
from naval duty some time be­ 
fore the birth of his second child. 
Noted gynaecologist, Sir Wil­ 
liam Giiliat, who attended Eliza­ 
beth at the birth of Charles at 
Buckingham Palace in Novem­ 
ber. 1948* is again looking after 
the princess. 


PIE-MAKING IS SO EASY WITH — 
FIANO 
PIE CRUST MIX 
bounces 


_ 
FULL P ack8*® 


FIAKORN 
CORN MUFFIN MIX 


EASY, Q U IC K A N D G O O D 


Easy! 12 crisp and tender com 
muffins by just adding an egg 
and \ z cup milk to Flakorn. De­ 
licious? N o other corn muffin 
mix has been able to equal the 
quality of Flakorn. 


NO B A K IN G FAILURES W ITH 
CU PLEIS 
CUP CAKE M IX 
Delicious cup cakes, or doe nine 
inch layer, at every baking—as­ 
sured by C uplets precision- 
mixed ingredients, and quality 
no other cup cake mix has been 
able to equal. Just add an egg 
and milk. 


Thursday, July 13, 1950 


GALLAHER’S DRUG STORE 


J i m I t n m * a 's 
61st 


ANNIVERSARY 
SALE! 


Galvanized Grain 
Bushel 
Size 


Basket 
* 1 . 3 9 


No. IU 
Grain Scoop 
*2 . 6 9 


Barn 
Broom 
* 1 . 5 9 


Galvanized 
Hog Pana 
7 5 c 


2 I* t. 
Hot Trough* . . . . * 1 . 9 8 


ii slim on mn 
w 
.-not on 


M y 
r n 


G a'. 
AZ-*| 
''Si 


New! Revolutionary! 


Hazel Bishop's Amazingly Lasting Lipstick 


Stays On and On until You Take It Off! 


N * )f>uri’ At lait — the lipstick o f your dreamt! The fir.I 
bi I only rn.lor-trut lip*ti, k you can put on in the morning or 
tining, and forget about! No. say goodbye to unsightly 
m l gtfuM 
on glaMea, china, .iber^are, cigarette, thin 
an ! I* Mil Never again need you bt r,nbarra..rd by •m uring 
h .Mi,In, , blithen, relatives, hatband* sweetheart. Hazel bishop a 
* 
ion.11, tat.n-amooth. Lacing Kipnuk keep, >olir mouth 
h-king a. radiant, fre,h. and colorful ae when brit apt,I,rd 
-tven *hen you eat, bite your b p t, or kite! 
Hare economical, loo! Latta 4 to 5 tim,* longer than oil** 
if* delta, bree un* you need use it only out* or 
i«rel) mote ofun! 


— EQ»h>on-Rig ht. 


Color-True Sh ad e s 


Medium N«d 
Red O range 
Secret Ned 
Pea I R ial k»d Dark Ned 


I 


Player Piano 
w 
In Fa) or Again 
CHICAGO. July 13 -America's 
— 
-- v u iu n u iB a i m e esnn 
a n n u a l 
m u sicalycli'ck turned 
back 
25 Music Industry Trade Show at 


years today and music industry 
spokesmen said 1950’s hep-cats 
are jumping to the plink-plank- 
plunks of player pianos. 
Exhibitors at the 49th annual 


Chicago’s Palmer 
House 
said 
people no longer are content just 
to listen 
to 
music—that 
they 
tvant to play. And w hat’s easier 
than flicking the lever on a play­ 


o ff / J L p lu * Lu* 


er piano? 
The first player piano manu­ 
factured in a quarter of a cen­ 
tury has been placed bn exhibi­ 
tion at the industry show and or­ 
ders are rolling in. 


Thousands Say There Never Was a Loaf like The 
I m w S O F T \ 
K R O G E R B R E A D 


the SUPER-SOFT loaf 
...with TENDER-SOFT crest 


vroqer 
O 
■ 


b t 'r T £- ti 
( z O P S 
ibfs S S ' 


Deliciomsly different because k's auper-aoft from che tender- 
soft crust to the last soft crumb... and soft it stays for days 
and days. Get this better bread ... this better value—today. 


i f I d ? ? ' 
Poppy Seed Roll 


doz. 1 7 ® 


Brown ’N Serve 
Plain Dinner Rolls 


Cl/* D k DC 
nm 
KROGER New, Soft Bread. Economical 


H G B A R S 
, 
p„ k 2 5 c 
SA N D W IC H BREAD™ 
„,al 1 7 c 


KK( ifjF.li-'.perial blend—Flavorful 
TISSUE-Soft facial—Low priced 
ICED TEA 
. . . . . 49c KLEENEX 
2 5 ? 35c 


TART—MICHIGAN—-Fine for Dies 
tiqqi’it* 
< 
. 
a . , r K f x c r e, 
lor 1>,cs 
TISSUE—Buy the large bag and save 
CHERRIES 
— 
21c NORTHERN 
1 3. 99c 


r e t |CMW>’S 
1 r"itS 
FACIAL TYPE—Exira soft-2 ply 
FRUIT COCKTAIL ~ — Wit SOFT WEVE 
2 
23c 


^iLNDARIM rT STYLE—Tasty 
EATMORE—YELLOW—New low price 
GREEN BEANS 
2 - 25c 
MARGARINE 
23c 


WHOLE KERNEL—Thrift priced 
The cake of the week—Fresh 
BANTAM CORN 
— 
10c 
VANILLA CAKE 
- 49c 


ROYAL GEM—Fur quick fix meal* 
WINDSOR CLI !!—Spreads easily 
PORK and BEANS 3~~ 25c 
CHESE SPREAD 
2 - 67c 


Early June Standard J ender 
Oven fresh to you—Flavorful 
QUALITY PEAS 
2 
23c 
CINNAMON ROLLS — 
15c 
Spotlight Coffee 
. . . 
69® 


w 
a y r a 
w w 
K r o g e r - F r e s h F ryin g 
i i , 
I " 
n 
* 
CHICKENS... 5 9 


^ 
o r c « u D F D P H k r o n e r f r e s h - s h o r e 
3 3 , 
, 
V/vLMIi r L iv v ll Boneless, Frozen, Pan R ead y................... lb. 33C 


M 
M 
SLICED B A C O N t T 
Z S S g g S 
...................................5 3 c 


BOILING BEEF KROGER C U ^ T a sty AY. 
.............................. 3 5 c 


KROGER HAM BURGER Freshly Ground ... 
a . 5 7 c 
SMOKED PICNICS ^sssst^.^.. . . . . ,...... „ 4^ 


STEWING CHICKENS s s s a 
, ™ 
........... „ 4 9,. 


B ig - F la v o r e d D r e n c h e d 
o 
WATERMELONS 
- * 7 9 


Tree Ripe—Thin Skinned—Juiey 


L E M O N S ......................................................4 9 c 


j Q M » 
Pick of the crop—Well filled pods 


H E W P E A S .................................2 lbs 3 5 c 


Home grown—Red ripe—I* nil flavored 


I 
, 
» ‘ 
v 
G 
. Vs 
X > 
I 
m 
T O M A T O E S...........................................a . 2 3 c 
* i 
( 
\ 
\ 
-cxv* a 
■* 
y r n 
i 
VSIZE—Ona of th* largest alia grown 


m 
m 
w 
a 
- 
2 5 t 
# * 
* l,le for s!,t inK or cookinK—Thrift priced 


. 
. 
WHITE O N I O N S 
3 
2 5 c 
Beauties—Sweet 
!1. 
Rind '-i’rhP 
Farge—Sun ripened—Sweet flavor—A treat 


' 
FRESH P E A C H E S 
Jb. 1 9 c 
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Pi" Sneeze 
May Be Tip 
On Disease 


Hest I rues ( lose 
N att Ii (hi Porkers 


If pigs sneeze frequently and 
their snouts; later become push- 
ed-in or twisted, swine growers 
che* id be on their guard. 


Larr> Rest. Pickaway Coun­ 
ty agricultural agent, 
s a i d 
Thursd ay that such conditions 
may point to a serious disease 
problem in pork herds. 
He pointed out that the Ameri­ 
can Foun fat ion for 
A n i m a l 
Health ha? found that excessive 
sneezing, coughing and a pecul­ 
iar look to pigs’ faces may mean 
an outbreak of infectious rhini­ 
tis 
T he malady aDDears to 
be 


TV -Radio Programs 


Programs listed in the following television log contain errors 
daily, the fault resting entirely with broadcasters and not 
with The Herald. Intent of this newspaper is to provide a c­ 
curate information for subscribers, but finds this impossbile 
so for os the three Columbus television stations are concern­ 
ed. The programs printed are assembled from information 
sent out by the Columbus stations and are not to be regarded 
seriously. Complaints about inaccuracies in program listings 
should be made to the broadcasting stations and not to The 
Herold. 
Television 


may stop ga ns to the 
p o i n t 
where hog raising is no longer 
profitable. Even 
well-fed 
pigs 
fail to put on weight. 
• 
• 
• 
“ IN. MAXY I N S T A N C E S . 
farmers have mistaken 
infect­ 
ious rhinitis for ‘bull nose.’ The 
two conditions appear similar, 
but bull nose starts from an in­ 
jury. and infection with barn­ 
yard germs. It is not contagious. 
“ Infectious rhinitis, however. 
is caused by a disease organ­ 
ism, possibly a virus, 
w h i c h 
stays in a 
herd 
season 
after 
season. 
“ If owners suspect infectious 
rhinitis they should get an im ­ 
mediate 
veterinary 
diagnosis. 
Prompt control measures are of 
major 
importance 
in 
holding 
down losses. 


Dayton (’hecks 


mr 
Prison Roster 
For Fong-Termers 
r 
DAYTON, July 13-Montgorn- 
erv County jail officials initiated 
a census count system today to 
avoid any repetition of t h e i r 
“ forgotten m an ” incident. 
County 
Prosecutor 
Mathias 
Heck ordered the census count 
of prisoners to “ prevent anyone 
being in jail an unreasonable 
time without trial or disposition 
of his case.” 
Heck s order followed a di§- 
t every that Edward Delaney of 
Dayton was held in the jail five 
months without trial. 
Delaney was arrested last Feb­ 
ruary on a charge of operating a 
car without the owner's consent. 
He was unable to post bond and 
was assigned to the county jail 
pending disposition of his case. 
Because of a crowded court 
docket, however, his case went 
unnoticed until Delaney was re­ 
leased Saturday because of ill­ 
ness and attempts were made to 
have him admitted to the Miami 
Valley hospital. 
Heck said the new count will 
show at all times how’ long pris­ 
oners have been in jail. He said 
particular attention will be giv­ 
en to pri-v rn rs held without bail 
or who are unable to no&t bon d 


rilLRSDAT 
WBNX-TV 
(Channel 103 
2.55—Progiam Previews 
3:00— Home milker's F.x ch a nge 
3'30—Mrs 
Zane s Kitchen 
4:00— TV Topics 
4 3o—Sharp Comments 
5 OO—Blackie the Crayon 
6:0—E arly Worm 
6:25— Roger N elson 
6:30— N ew s 
6:45—Chet (.on*; 
7:00— L et’s E xplore Ohio 
7.15—Film 
7 30—Sports 
g;00_M orev A m sterdam 
r 30—C incinnati Reds 
11:00—W eatherm n 
l l :10—N itecappers 
VVLW-C 
(Channel 3 
IO 55-—New* 
U ik>— Hays!OCK HullaDaioo 
12:00— F ifty Club 
1:0O—Magic Telekitchen 
2 30—Tradin’ Post 
2:30—Tradin’ Post 
3:00— Shopping Guide 
3 :45—Teen Canteen 
4:OO—TV R angers 
4:30—Howdv Doody 
5 OO—G enera) Store 
5 3(1—Mcetm' Time 
6 00— Ransom Sherm an 
6:30—Little Show 
6 45—New* 
7 OO—Get On the Line 
8 OO—Star R evue 
9:00—H arness R aces 
9:30—Table For Two 
10 on—Broadw ay Openhous# 
11 :00—New s 
11:05—Sports 
11:10—Say It With M usic 
11:45— N ew s 
WTVN 
(Channel 6) 
9 35—New s 
9:55—Cart<>on 
10 go— P ad s A lm anac 
U OO—N ew s 
11 05—Shop at Hom e 
Noon—N ew s 
12 05— M elody M atinee 
1:00— Pantry Party 
2 OO—Qui* 
2:30—Tele-C lassroom 
3 OO—Call Our Bluff 
3 30—C arnival of M ulto 
4:30—Film 
stern 
plain Video 
ne Ranger 
7 OO—Stop the M usic 
8:00— D ad’s G rocery 
R uffles 
er Derby 
10:15— High and Broad 
10 45—F lim 
11 :00—N ew s 
ll 05—B aseball 
N ews 


WHNS-TV 
(Channel IO) 
2.00—C incinnati Reds 
4:30—Sharp C om m ents 
5:00—B lackie the Crayon 
I OO— Early Worm 
6 25— Roger Nelson 
6 30— N ew s 
6:45—Chet Long 
7:00— We Take Your Word 
7 30— M ystery 
8:00—Songs for Sale 
9:00—C am poree 
9 30—Capitol Cloakroom 
IO OO— W eatherm an 
IO: IO— Records 
10 50—Don Winslow’ 
11 OO—N itecappers 
Radio 


5 OO—W< 
6:00—Cf 
6:30— L 


8 30—Th 
9 :0 0 - Re 


11:15- 
FRFPAT 
W I U C 
t Channel SI 


Haystack Hullabaloo 
Fifty Club 
Magic Telekitchen 
Tuneshop 
Tradm1 Post 
3:00— Shopping Guide 
3:45—Teen Canteen 
4:00—TV Rangers 
4:30—Howdy Boody 
5: tX>—General Store 
5:30— M eetin’ Time 
6:00—R ansom Sherm an 
6:30—Outdoors in Ohio 
6:45—New* 
7 no—Magic Slate 
7 30—We The People 
8. kl—V ersatile Varieties 


9 30—I et * Fxplnre Ohio 
9:45—Trotting Races 
IO: on—Broadway Open House 
11 'OO—News 
ll:05—Sports 
11:10—Cowley Cavorta 
12 OO—New* 
WTVN 
I Channel 6) 
IO OO—Dad s Almanac 
11:00—News 
11:05—Shop at Homa 
Noon—New s 
12 05—Melody Matinee 
1 OO—Pantry Party 
2 OO—Quire roo 
2:30—T ele-Cl ass room 
3 OO—( all Our Bluff 
3 30—Carnival of Mu*lC 
I 4 30—Film 
1 5: OO—The atre 
6 OO—Captain Video 
6:30— Musically your* 
I: aa—sport* 
7:00— My True Story 
7:30—Mr. and Mra. 
7-45—F i l m 
8 od— Ranch House 
8 30—Tin Pan Alley 
9:00—L one R an g er 


THURSDAY 
6:00 
News—nbc. Newscast—cb*. 
6:15 Sports: Music Time—nbc: Dis- 
cushion—cb*. 
6 45 
News—cb*; Newscast by Three 
—nbc. 
7 OO Garry Moore—chs; News—mb*; 
One 
Man’s 
Fam ily—nbc; 
News 
and 
Commentary—abc. 
7 15 
News—nbc; Daily Commentary 
—abc. 
7 30 
Music Time—nbc; News—mb*; 
Counter Spy—abc 
8 OO Quick and Dead—nbc; Califor­ 
nia Caravan—mbs; Gregory Hood Case 
—abc. FBI in Peace and War—chs. 
8.30 
Father Knows Best—nbc; 
Mr. 
Keene—chs. Blond ie—abc; 
V i n c e n t 
Loper—mbs 
8:55 
News—mb* 
9 OO Cass 
Daley—nbc; 
Suspense— 
ebs: Amateur Show—abc; 
Lim erick— 
mbs. 
9:30 Crime Photographer—cb*; Duf­ 
fy s Tavern—nbo, 
Mr. Feather’* Skit 
—mb*. 
9:45 
Robert Montgomery—abc. 
10:00 
Dragnet — nbc: 
Author Meets 
Critics—abc; Commentary—mb*; John­ 
ny Dollar—cbs. 
10 30 Sara Berner Detective — nbc; 
Hollywood Theatre—cbs, 
Dance Band 
Tim e—mb*. 
FRIDAY 
6.00 
News—nbc. News—cb* 
6:15 Sport*; Music Time—nbc; D is­ 
cussion—obi. 
6 45 
News—nbs; News—cb*. 
7:00 Garry Moor#—cb*; 
One Man’* 
F am ily—nbc 
News—abc; New*—mb*. 
7:15 New*—nbc; Jack Smith — cb*; 
Cementa!-) —abc. 
7 30 
Lone Ranger—abc 
N ew s—mb* 
7:45 News—nbc; 
a M ystery—mbs 
8 00 Cloud 
Nine—cbs; 
Star* 
a n d 
Starter*—nbc: 
Bandstand 
USA—mbs, 
Fat Man Detective—abc. 
8 30 This Is FBI—abc; We the Peo­ 
ple—nbc 
9 00 
Drama—nbc; Up For Parole— 
cbs; Air Force— mb*; Third Man—abc. 
9:30 
Meet the Pres*—mbs; The Sher­ 
iff—abc, 
Confidentially 
Yours — nbc; 
Broadway s My Beat—cb*. 
9:55 Sports—abc. 
10 OO Salesman — abc; Rex Allen — 
i cbs; Commentator—mbs; Wanted—nbc. 
I 
10:30 
Dance Band — mbs. 
Sports— 
! nbc. Sport*—abc. Capital Cloakroom— 
I cb* 
10:45 
Pro and Con—nbc. 


Music—nbc; 


New*—cha; I Love 


E n l i s t e e s F l u n k 


i A r m y 
I Q T e s t 


I 
NEW YORK. July 13 — The 
j high intelligence required of t o 
| day’s Army recruits has disqual- 
I ified 51 percent of the young men 
from the New1 York area who 
I have attempted to enlist since 
the outbreak of war in Korea. 
Army and 
Airforce 
officials 
said only 49 percent of the 591 
| men given mental ex 
! were able to 
score 
mark of 90. A spokesr 
iv said the test is 
predicted it will 
er if the fighting 


Elizabeth Due 
For New Baby 
About Aug. 20 


LONDON, July 13 — British 
court circles 
said 
today 
that 
Princess Elizabeth’s 
s e c o n d 
baby wit1 be born in her London 
residence, C l a r e n c e House, 
about Aug. 20. 
All plans have been complet­ 
ed and a room has been readied 
for Sister Helen Rowe, who was 
the midwife-nurse at the birth of 
Prince Charles. 
Rumors that the baby would 
be born in Scotland are now con­ 
sidered 
unfounded 
Princess 
Elizabeth, friends say. is deter­ 
mined to have her second child 
in her own home. 
The rumors that the 
child 
would be born 
in 
Balmoral, 
Scotland, spread because King 
George VI and Queen Eliza­ 
beth have not yet announced 
the date they will go to Bal­ 
moral. 
They generally go about Aug. 
fi as the king likes to be there a 
day or two ahead of 
the 
lith 
w’hen grouse shooting begins. 
Queen Elizabeth will probably 
come to London for a few days 
to attend the 
birth. 
Elizabeth, 
Charles and the new baby will 
go to Balmoral as soon as possi­ 
ble afterwards. 
Prince Philip. Duke of Edin­ 
burgh, will arrive home on leave 
from naval duty some tim e be­ 
fore the birth of his second child. 
Noted gynaecologist, Sir 
Wil­ 
liam Gilliat, who attended Eliza­ 
beth at the birth of Charles at 
Buckingham Palace in Novem­ 
ber, 1948* is again looking after 
the princess. 


PIE MAKING IS SO EASY WITH — 
FIAKO 
PIE CRUST MIX 
9ounce$ 
-ru n Pacliage 


FIAKORN 
CORN MUFFIN MIX 


(AST, Q U IC K A N D G O O D 


Easy! 12 crisp and tender corn 
muffins by just adding an egg 
and 1 2 cup milk to Flakorn. De­ 
licious? N o other corn muffin 
mix has been able to equal the 
quality of Flakorn. 


Ai 


nations 
passing 
for the 
fficult” 
made 
>rolong- 


Hlarion Offers 
S|M‘«*ial "Honu** 


-Higl 
-F U 
—Ne 


id Broad 


ill Scoreboard 


During World W’ar II, intl 
ice m arks of 50 to 70 w 
sed. 


About seven time* 
as 
j people have been killed 
, dents in the United Stat 
j Armistice Day, 
1918, 
a 
i killed in both World Wai 


inv 


since 
were 


NO BAKING FAILURES WITH 
(METS 
CUP CAKE M IX 
Delicious cup caked, or One nine 
inch layer, at every baking—as­ 
sured by Cuplets precision- 
mixed ingredients, and quality 
no ocher cup cake mix has been 
able to equal. Just add an egg 
and milk. 


GALLAHER’S DRUG STORE 


Jim H r olm ** 
61st 


ANNIVERSARY 
SALE! 


Galvanized Grain 
Bushel 
Size 


Backet 
* 1.39 


No. IO 
Grain Scoop 
*2.69 


Barn 
Broom 
s 1.59 


Galvanized 
Hog Pana 
7 5 c 


I Ft. 
Hoi Troughs . . . . * 1.98 


i\ e i r / RevolutionaryI 
w 
Haze! Bishop's A m a zin g ly Lasting Lipstick 


Stays O n and O n until You Take It Off! 


N ow >our»! At la it— the lipstick of your dreams! The first 


and only color.true lipstick you can put on rn the morning ct 


evrm ng, and forget about! N ow say goodbye to unsightly 


red grease 
on glasses, china, silverware, cigarettes, chin 


sri ! 
Never again need you he embarrassed by smearing 


friends, children, relatives, husband, sweetheart. Hazel Bishop 


a tarnal, satin-smooth. Lasting Lipstick keep# your m outh 


h"-king am radiant, fresh, and colorful as when fust applied 


even when you eat, bite your bps, or kiss! 


More e c o n o m ic a l, too! Lasts 4 to 5 times hinger than o ilu r 


lipsticks, because you need use it only once or twice daily—. 
rarely more often! 


Fashion-Right. 


Color-True Shades 


Fink 
Medium Ned 
/fed Orange 
Secret Ned 
Keo I Rial /ted Dark /ted 
I 


Chicago’s P alm er 
House 
said 
people no longer are content just 
to listen 
to 
music—that 
they 
want to play. And w hat’s easier 
musical ycl< > k tinned 
back 
25 Music Industry Trade Show at I lban flicking the lever on a play- 


years today and music industry 
spokesmen said 1950’s hep-cats 
are jumping to the plink-plank- 
plunks of player pianos. 
C H IC A G O . J u ly 13—Am erica's! 
Exhibitors at the 49th annual 


Player Piano 
In Favor Acoin 


er piano? 
The first player piano manu­ 
factured in a quarter of a cen­ 
tury has been placed on exhibi­ 
tion at the industry show and or­ 
ders are rolling in. 


Thousands Say There Never Was a Loaf Like The 
NEW SOFT 
K R O G E R B R E A D 


... 


the SUPER-SOFT loaf 


k 
...with TENDER-SOFT crest 


Deliciously different because ic's super-soft from the tender* 
soft crust to the last soft crumb. . . and soft it stays for days 
and days. Get this better bread ... this better value—today. 


V 


J ■ 


Poppy Seed Roll 


doz. 1 7 C 


Brown ’N Serve 
Plain Dinner Rolls 


doz. | 5 c 


Only JL pius Au a 


K R O G E R 
K R O G E R N ew , Soft B read. E co n o m ica l 
FIG B A R S 
, 
p So 
25c 
SANDWICH B R E A D , , 1 7 c 


K R O G E R —Special blend— F lavorfu l 
T IS S U E — Soft facial-—Low priced 
ICED TEA . . . . . . . . 49c 
KLEENEX 
2 - 35c 


TAR I — MIC II IG A N — F ine for pies 
T IS S U E — B uy the large bag and sa v e 
CHERRIES 
— 
21c NORTHERN 1 3 
99c 


K R O G E R ’S B ran d — S elect F ruits 
FACIA L T Y P E — E xtra soft— 2 ply 
FRUIT COCKTAIL 
W k SOFT WEVE 2 
23c 


ST A N D A R D -C U T S T Y L E — T a sty 
E A T M O R E — Y ELLO W — New low price 
GREEN BEANS 
2 ~ 25c 
MARGARINE 
23c 


WHOLE K E R N E L — Thrift priced 
T he cak e of the w e ek — F'resh 
BANTAM CORN 
— 
10c 
VANILLA CAKE 
49c 


ROYAL G E M — F o r quick fix m e a ls 
W INDSO R CLI II— S pread s ea sily 
PORK and BEANS 
3 - 25c 
CHEESE SPREAD 
2 - 67c 


E a rly J u n e S ta n d a rd — T en der 
O ven fresh to you— F lavorfu l 
QUALITY PEAS 
2 
23c 
CINNAMON ROLLS - - 15c 
Spotlight Coffee - . . . 
69= 


^ 
Kroger-Fresh Frying 
Lh. T f l C 
CHICKENS... 


k 
A r r 
p e p p y KROGER FRESH SHORE 
I*- 
v t [ A n r LKv m 
Boneless, Frozen, Pan R e a d y ..................... b. J J v 


SLICED BACON t K S S S ? . 
......... » 53c 


* 
B O W BEEF S 5 S K S 8 5 ? . ............ *. 35c 


KROGER HAMBURGER Freshly Ground ... ........... 57c 


SMOKED PICNICS 
„ 45c 


STEWING CHICKENS 
- 
" 
tSH. . . . . . . . . . . . - 49c 


Big-Flavored Drenched 
WATERMELONS 
Each 79 


Vine Ripened 
Beauties—Sweet 
Red To The 
R in d — C risp 


T ree R ipe— Thin Skinned—Ju icy 


LEMONS ....................................................................d „ , 49c 


P ick of the crop— Well filled pods 


NEW PEAS..................................................2 
35c 


H o m e grow n— Red ripe— F’ull flavored 


TOMATOES.................................................................... „ 23c 


27 S IZ E —One of the la rg est size grow n 


CANTALOUPES 
25c 


F in e for slicing or cooking— Thrift priced 


WHITE ONIONS 
3 
25c 


L a r g e — Sun ripened— Sw eet flavor— A treat 
FRESH PEACHES 
lb. 19c 
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DAI) STAMPS IIN LINE. TOO 
Dogs Find Best Friend 
Is 12-Year-Old Local Boy 


A m a n ’s best friend m ay 
be 
his dog, but if a dog lives in Cir- 
cleville’s northend, the 
canine’s 
best friend is a 12-year-old boy, 
Few dogs that are ailing out 
that way escape the notice of 
this lad wh-' already is chart­ 
ing his course toward a career 
as a small animal doctor. 
'A H< is Charles Montgomery of 
Seyfert Avenue, 12 years old and 
a seventh grader in 
C o r w i n 
Street school. 
Young Montgomery, known to 
his friends as “ Chuckie,” has a 
definite plan already set up 
to 
finance his future education 
sn 
veterinary medicine. 
His first 
large 
bank 
deposit 
will be m ad e in another two or 


ft hree months when a m a jo r bus­ 
iness vent n e 
‘aits paving oft 
He is in the pedigreed dog bus­ 
iness. 
• 
+ 
• 
FIRST LITTER is due in just 
a week. 
Buyers 
already 
have 
been placed in a waiting line and 
they 
will 
pay 
the 
prevailing 
print, 
Chuckie’s pedigreed dog 
busi­ 
ness will come into 
full 
bloom 
lichen “ D ark Flash 
of 
Seyfert” 
drops her first litter. Dark Flash 
of Sevfcrt is a pure-blooded b'*x- 
t r with champions on both sides 
of her family tree 
She is scheduled to have a visit 
from the stork July 19 and, 
if 
Chuckie’s calculations 
are 
cor­ 
rect. the litter will be made up 
of prize pups. 
No prospective 
god-f a t h e r 
£ iii show ane 
more 
concern 
™b< ut tm 
: 
- 
t . ( ut 
t ’ an 
Chuck • 
Montgomery. 
Detailed 
preparations; hat e been made. 
Young Montgomery's sched­ 
ule calls for him to load Dark 


Flash of Seyfert in the lamily 
bus next Monday and head for 
Kenwood, a Cincinnati suburb. 
Kenwood is the home of 
a n ­ 
other Charles Montgomery, this 
one a veterinarian who 
is 
Dr. 
Charles Montgomery, Chuckie’s 
uncle. 
Upon arrival in K c n w o o d, I 
Chuckie and Dark Flash of Sey­ 
fert will await the coining of the 
stork. 
P erh ap s 
a 
week 
later, 
Chuckie, Dark Flash of Seyfert 
and the batch of pups wdl return 
to Circleville. 
Comes then the delicate job of 
rearing the litter. How many in 
the biter? 
Chuckie chuckles: 
“ S e /en or 
eight; that is all the cating spots 
available.” 
• 
• 
• 


NOT ALL HIS 
ti ne 
will 
be 
spent pacing the floor while 
he 
stays in Kenwood. Baseball 
or 
Coney Island? Chances are slim 
on that. 
Chuckie says his time will 
be 
taken up with Roger. 
Rog* r is one of Chuckie’s best 
friends. 
Rogei is the father 
of 
Dark 
Plash of Seyfert’s expected 
off­ 
spring. 
“ Should be a well-marked lit­ 
te r.” young Montgomery opines. 
He points out that Dark Flash is 
a walnut brindle and that Roger 
is a lighter brindle Chuckie 
is 
convinced 
t h a t the 
resulting 
combination will produce 
some 
beautiful boxer pups. 
Not all his time at home 
is 
spent pampering 
Dark Flash 
of Seyfert. Every dog in 
the 
neighborhood 
gets 
Chuckies 
attention, especially if it is ail­ 
ing. 
And consultation 
with 
neigh­ 


borhood doctors is frequent. Dr. 
Eddie Hedges, 
a 
veterinarian, 
and 
y o u n g Montgomery ex­ 
change notes continually. 
Dr. Ja sp e r Hedges, 
a 
physi­ 
cian 
for 
mortal 
m a n , 
a n d 
Chuckie have 
been 
seen 
with 
crew haircuts close together in 
serious talk. 
Even the eye doctor, Dr. 
Bob 
' Hedges, 
and the 
dentist, 
Dr. 
Richard Samuel, 
have 
chatted 
on m a tters canine with the bud­ 
ding animal benefactor. 
There is one other community 
doctor who is called in for con­ 
sultation on r a re occasions. That 
is 
Dr. 
E. 
L. 
Montgomery, I 
an eye ear, 
nose 
and 
throat 
specialist, and Chuckie’s father. 
• 
* 
• 
MOST RECENT occasion when 
the 
e l d e r Montgomery 
was 
sought out by the younger Mont­ 
g o m e ry concerned the 
case 
of 
sore throat suffered by the box­ 
er owned by Dr. Ja sp e r Hedges. 
It is apparent 
that 
the 
two 
Montgomerys 
have 
an 
under­ 
standing concerning 
Chuckie’s 
business venture—if 
the 
elder 
Montgomery wants one of Dark 
Flash of Seyfert’s new pups—get 
in line, fellow, with the rest 
of 
the cash customers. 
Chuckie’s business v e n t u r e 
with Dark Flash of 
Seyfert 
is 
strickly 
Chuckie’s own 
affair. 
Any and ail profits are going into 
a bank account. No new chem i­ 
cal set. bicycle, model airplane 
or c a tch er’s mitt. It is destined 
to be a part of the fund which 
about a dozen years hence 
will 
brine young Charles Montgom­ 
ery to his 
goal—a 
full-fledged 
veterinarian, 
specializing 
in 
helping m a n ’s best friend. 


Williamsport 


Mr 
and Mrs. Glen Baker of 
Wilmington were Sunday guests 
of Mrs. Ida Baker. 
■ - WUiiMmsport 
'■ 
Mr. and Mrs. Harmon Carter 
and 
family 
of 
Mechanicsburg 
spent part of last week with Mr. 
and Mrs. C. E. Hill. 
W illiam sport 
Mrs Carl Hix and Mrs."Denny 
Beougher and son, Gary of Col­ 
umbus spent Sunday with 
Mr. 
and Mrs. Webb Steinhauser. 


W illiam sp ort 


I will not be responsible for 
debts contracted by any other 
pc i sun than myself. Ronald Ed- 
w n Ferry, 183 Groveport Pike, 
Obetz Station. Columbus. 


Haw a iia n 
SLICED PINEAPPLE 


M hi 11c «; \ \ Sv n ip 
PURPLE PLUMS . 


No. 2 V2 can 


No. 21* can 


33c 


21c 


Campbell's 
TOMATO SOUP 
^ 
IO12-oz. 
L 
cans 
L Iv 


P u r e 
BLACK RASPBERRY JELLY 
10-oz. tumbler 25c 


Select Either Of These Two Outstanding Buys ! ! ! 


K E A - D A W 
A 
P O U K 
a n d 
H 
E W 
S 


K 
E W 
V 
S 
K I D N E Y 
B E A N S 


ll F u l l P o u n d C 
a 
n 
s ............................................... 2 5 c 


Sweetheart Soap 


Outstanding Soap Buy ! ! 
When You Buy 3 Bars 
Of Regular 
Sweetheart Soap 
At 23c You Receive 


I Bar for Ic 


Free Face Cloth with 
SILVER DUST . . . . . . . . . . . . . . . . . . 26c 


Sure Success 
SURE JELL. . . . . . . . . . . . . . 2 S T 23c 


DU2 SOAP POWDER ...... „. 
25c 


IVORY SOAP 
2 
medium 
bars 
15c 


He* Feature F a lte r s ami FetherolVs Meats 


Quality Meats Are Cheaper Here Than Anywhere In Town 


I, B E E F ^ -O n ly One Grade—THE BEST 


ROASTS, R O U N D STEAK, CUBE 
STEAK and BO ILIN G BEEF 
PORK-- 


PORK CHOPS, SHOULDER CHOPS, 
SAUSAGE 
LUNCH MEATS— 


AT LEAST 20 DIFFERENT K IN D S 
TO CHOOSE FROM 
THIS WEEK’S SPECIALS— 


Back B o n e s............... 
lb. 25c 
Neck B o n e s...................lb. 15c 


COLD, BLUE WATER 
FISH 
You Can Taste The Dif­ 
ference— 
Haddock— Perch 


OUR PRODUCE 
Is Kept Fresh By Vq- 
oor-Mist Woter Spray 
Our Prices Are Low! 
IC E C O L D 
WATERMELONS 


Why Feed The Parking Meters— You Can Park Free In Front Of Our Door 


Open Evenings Until 9; Saturday Until IO; Sunday Until 7 P. M, 


HELD’S SUPER MKT. 


Miriam and Winona 
Hill 
of 
Chillicothe are visiting 
t h e i r 
grandmother, Mrs. Ellen Hill. 


■ 
W i l l i a m s p o r t 
— 
. 
Mr. and Mrs. Glenn Leichliter 
returned to Los Alamitos Calif., 
I last w’eek after visiting here with 
, friends and relatives. Mrs. Lich- 
liter’s parents, Mr. 
and 
Mrs. 
Edward Schleich 
accompanied 
them 
- ........ W illiam sport ——— 
Karen Dreisback of Columbus 
is visiting with 
her 
g ra n d p a r­ 
ents, Mr. and Mrs. Ansel Dreis­ 
back. 
--------------- Williamsport 
■ — 
Mr. and Mrs. Harry Rush and 
son David of Coral Gables, Fla . 
spent part of last week with Mr. 
j and Mrs. Don Linkous. 
Williamsport 
• ------- 
Mr. and Mrs. Ja c k Dewey and 
sons and Mr. and Mrs. Robert 
• Mills spent the weekend in Lex­ 
ington Ky. 
--------------- W illiam sp ort — — 
— 
Mrs. E 
P. 
Follrod 
received 
word last week of 
the 
sudden 
death of her brother-in-law, Mr. 
W. J Linnemans of Dallastown. 
Pa. Mr. 
and Mrs. 
Linnemans 


‘Peace’ Drive 
Here Labeled 
Communist Tool 


WASHINGTON, 
J u l y 
13 — 
House 
UnAmertcan 
Activities 
Commute-/ m e m b e rs charged to­ 
day that the “ p e a c e ” offensive 
launched by American C o m m u ­ 
nists is aimed at giving Russia 
time to catch up in atomic bomb 
production. 
Reps. Kearney, (R) N. Y . and 
Velde, (R) 111., cautioned “ loya l 
Americans” against signing a 
“ peace” petition being circulat­ 
ed by the cam paign committee 
for world peace. 
The committee itself is p r e ­ 
pared to issue a formal report 
, citing the latter organization as 
a Communist-front. 
Kearney 
said 
House 
inves­ 
tigators have “ indisputable evi- 


just recently were guests in the 
Follrod home here. 
-------------- W illtamsDort ———— 
— 
Floyd Hill has left for a mot­ 
orcycle trip to 
California. 
He 
plans to be gone two weeks visit­ 
ing places of interest enroute. 
---------------- W illiam sp ort ---------------- 
Connie Hollis is visiting at the 
home of her parents in Clarks­ 
burg Pa. 


donee” that the petition is the I 
creation of the Communist P a r ­ 
ty “ to confuse and divide 
the 
American people and paralyze 
t h e i r resistance to aggression.” I 
The 
New 
Yorker 
estimated 
that nearly a million Americans 
have been “ duped” into signing. 
Kearney com m ented; 
“ It is obvious that Communist 
strategy is to delay any armed 
conflict until the Russians have 
had a chance to catch up in the 
atomic race.” 
Velde, 
in 
condemning 
t h e 
"peace offensive,” said its oper­ 
ation exemplifies “ the traitorous 
and insidious activities” of the 
American Corbmunists. 


Hoosier Women 
Sin<r Praises 


WASHINGTON, July 13 — A 
chorus of 3,000 women last night 
helped to m ake Indiana 
Night THE NEW 
one 
of 
the 
most 
spectacular 
events to date in Washington's 
sesquicentennial celebration. 
The choru-, directed by Albert 
Stewart of 
Purdue 
university, 
presented 
the 
“ Hoosier 
Heri­ 
ta g e ” without a hitch after the 
musical ensemble got off to a 
bad start in rehearsal because of 
inadequate facilities at the 
es- 
quicentennial band shell. 
Carter T. Barron, executive of- 


sion called ii “ some of the most 
beautiful 
music 
I 
have 
ever 
heard.” 


SMG A RD 


FOR ATHLETES FOOT 
USE T-4-L BECAUSE 
It ha* 
erea ter P E N E T R A T IN G 
P O W ­ 
ER. 
With 
undiluted 
alcohol 
ba*.**, 
It 
carries 
the 
a c tiv e 
m ed ica tio n 
D E E P ­ 
LY, to kill im b ed d e d g e r m s ON C O N ­ 
TACT. 
IN ONE HOUR 
Toil M U ST be p le a sed or your 40c back 
at 
any 
drug 
store 
\pp l> 
F U L L 
ST R E N G TH 
for 
a th letes 
foot. 
F. 
O. 
(foot odor), itchy or s w e a ty feet. T o ­ 
day at Circleville R e x a ll Drugs. 


NOTICE 
— Effective Immediately— 


We Will Close Thursday Afternoons Until Further Notice 


BU T C H E R IN G — C U R IN G — S M O K IN G 
REND ERIN G — PROCESSING 
W HO LESALE — 
RETAIL 
LOCKERS — LOCKER SUPPLIES 


We Sell Our Own Cured Hams, Bacon and Loins 
Sugar Cured and Hickory Smoked 


Circleville 
Fast Freeze Food Locker 
P. J. GRIFFIN 


Owner and Operator 


161 EDISON A V E N U E 
CIRCLEVILLE, OHIO 


ELECTRIC DAIRY 
WATER HEATER 


\7 


B UKH 
IJJ 
i; 
Urderwr’en 
App-c zed 


Here \ a w ater heater that s made to or­ 
der for s o u r m ilk h o u ie . The s e w 
SAFGARD offers you many hoe I rat urea 
. • . rugged, accurate thermostat for eco­ 
nomical operation . . . non-corrosive, ell- 
copper tan k , heavily in su lated with 
Fibreglas. Needs no special wiring or 
plumbing. 
P L U S I A 5-YEAR C O N S U M E R 
P ROTECTIO N POLICY 
Assures You Years of Service 


S 6 7 .5 0 


SOUTH CENTRAL 


RURAL ELECTRIC 
CO-OP., INC. 
* 


160 W. Main S t . 
Phone i l l 


HEAD THE CLASSIFIED ADV. 


f ir s t o f t h e h f f Cars ta Value 


W A S H IN G T O N Cr LO G AN STS. 


This one 


o 
, F course you recognize it. 


Who doesn’t know that those four 


Ventiports, that graceful sv^ecp of 


fender-chrome, mark R o a d m a s t f r — 


best of all the Buicks, unquestioned 


"big buy” of the finc-car field? 


But have you tried it? 


H ave you m atched this sw eet- 


stepping bonny against the tall hills, 


and the call of the straightaway? 


Ever tooled it across town—and seen 


how D y n a flo w ’s quick surge and 


smooth take-off slip you through 


traffic with minimum of foot-motion 


and maximum of timesaving? 


Ever known the good feel of a light 


and easy wheel, swinging almost at a 


roust-WAT 
romermoMT 


D u i rugged front end ( I ) soh tho style note, 


( 2 ) rove* on repair c o if*— - vertical bor* 


■ rn individually replaceable, ( 3 ) ovoids 


" locking horns," ( 4 ) m ake* parking end 


garaging easier, 
mmmm&mmm rn s 


finger’s touch—the soul-satisfying lift 


in a big 152-hp Fireball engine just 


waiting for the release your toe- 


pressure gives it? 


E ver sampled that famous Buick ride 


—steady, level, unperturbed, soft 


with the special gentleness of coil 


springs on all jour wheels, sweetly 


restful in both front and rear scats? 


longer for such satisfying experience. 


There’s a Buick dealer near you. I Ie 


delights in show ing off R o a d mast ER. 


He’ll arrange—unless all his demon­ 


stration cars have been snatched aw ay 


from him by cager buyers—to put \ oil 
behind a R o a d m a s t e r wheel. 


Why not sec him now—to find out 


what’s linest in today’s fine cars, and 


how little it takes to buy one? 


Tv 


T h ere’s no reason, really, to wait 


O nly B u ick has 
a n d w ith it goes: 


H I G H l R - C O M P R t S S I O N Fireball va Ire in head pow er in three engines. (N e w F 263 engine in SU R F * m odels.) • N t W - P A T T t R N 


S T Y L I N G , with M U L T I - G U A R D forefront, taper through fenders, " double b u b b le " taillights 
• 
W /O I-A N G lf V I S IB IL IT Y , 


elese up re ad view both forw ard a r d b a d 
• 
T R A F F I C - H A N D Y S i l t , lets o v e ra ll length for easier p a rkin g a n d garag ,n g, 


short turning radius 
• 
i X T R A - W I D t S t A T S cradled between the axles 
• 
S O F T B U I C K M I D I , from all'cod springing. 


Sole'? Ride rims, low-pressure tires, ride steadying torque tube 
• 
W I D S ARRAY OF MODILS with “t o d y b y fisher, 


* 
urn r t f M l l M A . i l e s t ^ H n i l t i m i t t (M i *»Z>( f t . k t n t S t A c I A I m m tS t. 


fimt ie H lN R t J. I At LOR, ABC Network, • « if M aday evening. 


V V V V A W y y ,.^ 


YATES BUICK CO 


1220 S. COURT ST. 
PHONE 790 


m a m m im w 
w h e n u r n * a u t o m o b i l e s a r e b u i l t b u ic k w i l l b u i l d t h e m 
. 
* * * * 
^ 


■ 
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D AI) S T A M )S IN Ll M L TOO 


Do^s Find Best Friend 
Is 12-Year-0 Id Local Boy 


A man’s best friend may 
be , 
his dog, but if a dog lives in Cir- i 
cleville’s norlhcnd, the 
canine’s 
best friend is a 12-year-old boy. 
F e u dogs that are ailing out 
that way escape the notice of 
this lad uhi' already is chart­ 
ing his course toward a career 
as a small animal doctor. 


4 H< i 
Charles Montgor civ of 
Scyfert Avenue, 12 years old and j 
a seventh grader in 
C o r w i n 
Stri ct school 
Young Montgomery, known to 
his friends as “ Chuckie,” has a 
definite plan already set up 
to 
finance his future education 
in 
veterinary medicine. 
His first 
large bank 
deposit 
will be made in another two or 
J h n e months when a major bus- 
1 mess vent -ie -orts paying off 
He is in th* pedigreed dog bus­ 
iness. 
• 
t i 


F IR S T L IT T F R is due in just 
a week. 
Buyers 
already 
have 
been placed in a waiting line and 
they 
will 
pay 
the 
prevailing 
price. 
Chuckle’s pedigreed dog 
busi­ 
ness will come into 
full 
bloom 
6 k« n *Da: '< Flash 
I 
Se> fort” 
drops her first litter. Dark Flash 
of Seyfert is a pure-blooded box­ 
er with champions on both sides 
of her fam ily tree 
She is scheduled to have a visit 
from the stork Ju ly 19 and, 
if 
Chuckle’s c alculations 
are 
cor­ 
rect. the litter will be made up 
of prize pups. 
No prospective 
^ould show any 
t • 
I i i - 
Chuckie 
Montg* 
preparations ha\ 
Young Montgomery’s sched­ 
ule calls for him to load Dark 


god-f a t h e r 
ore 
concern 
event 
than 
rv. 
Detailed 
seen made. 


Flash of Seyfert in the iam ily 
bus next .Monday and head for 
Kenwood, a Cincinnati suburb. 


Kenwood is the home of 
an­ 
other Charles Montgomery, this 


one a veterinarian who 
is 
Dr. 
Charles Montgomery, 
Chuckle’s 
uncle. 
Upon arrival in 
K e n w o o d , 
Chuckie and Dark Flash of Sey­ 
fert will await the corning of the 
stork. 
Perhaps a 
week 
later, 
Chuckie, Dark Flash of Seyfert 
and the batch of pups will return 
to Circleville. 
Comes then the delicate job of 
rearing the litter. How many in 
the lin er? 
Chuckie chuckles: 
“ Seven or 
eight; that is all the cating spots 
available.” 
• 
• 
• 


NOT A L L H IS 
tune 
will 
be 
spent pacing the floor while 
he 
stays in Kenwood. Baseball 
or 
Coney Island? Chances are slim 
on that. 
Chuckie says his time will 
be 
taken up with Roger, 
Roger is one of Chuckle’s best 
friends. 
Roger is the father 
of 
Dark 
Flash of Seyfert's expected 
off­ 
spring. 
“ Should be a well-marked lit­ 
ter,” young Montgomery opines, 
He points out that Dark Flash is 
a walnut brindle and that Roger 
is a lighter brindle. Chuckie 
is 
convinced 
t h a t 
the 
resulting 
combination will produce 
some 
beautiful boxer pups. 
Not all his time at home 
is 
spent pampering 
Dark f lash 
of Seyfert, Eve ry dog in 
the 
neighborhood 
gets 
Chuckle’s 
attention, especially if it is ail­ 
ing. 
And consultation 
with 
neigh­ 


borhood doctors Is frequent. Dr, 
Eddie Hedges, 
a veterinarian, 


and 
y o u n g Montgomery 
ex­ 


change notes continually. 


Dr. Jasper Hedges, 
a 
physi­ 
cian 
for 
mortal 
m a n , 
a n d 


Chuckie have 
been 
seen 
with 


crew haircuts close together 
in 


serious talk. 
Even the eye doctor, Dr. 
Bob 
Hedges, 
and 
the 
dentist, 
Dr. 
Richard Samuel, 
have 
chatted 


on matters canine with the bud­ 
ding animal benefactor. 


There is one other community 
doctor who is called in for con­ 


sultation on rare occasions. That 
is 
Dr. 
E . 
L. 
Montgomery, 
an eye ear, 
nose 
and 
throat 
specialist, and Chuckie’s father. 
t 
• 
i 


MOST R E C E N T occasion when 


the 
e l d e r 
Montgomery 
was 


sought out by the younger Mont­ 


gomery concerned the 
case 
of 


sore throat suffered by the box­ 
er owned by Dr. Jasper Hedges. 
It is apparent 
that 
the 
two 
Montgomerys 
have 
an 
under­ 
standing 
concerning 
Chuckie’s 
business 
venture—if 
the 
elder 
Montgomery wants one of Dark 
Flash of Seyfert’s new pups— get 
in line, fellow, with the rest 
of 
the cash ''ustomers. 
Chuckie’s business v e n t u r e 
with Dark Flash of 
Seyfert 
is 
strickly 
Chuckie’s own 
affair. 
Any and all profits are going into 
a bank account. No new chemi­ 
cal set. bicycle, model airplane 
j or catcher’s mitt. It is destined 
to be a part of the fund which 
about a dozen years hence 
will 
bring young Charles Montgom­ 
ery to his 
goal— a 
full-fledged 
veterinarian. 
specializing 
in 
helping m an’s best friend. 


EnmwwBwi 4 
Williamsport 


M r 
and Mrs. Glen Baker of 
Wilmington were Sunday guests 
of Mrs. Ida Baker. 
--------------- W illiam sport ——— — 
Mr. and Mrs. Harmon Carter 
and 
fam ily 
of 
Mechanicsburg 
spent part of last week with Mr. 
and Mrs. C. E . Hill. 


--------- * W illia m s p o rt 
.■ ......... 
Mrs Carl Hix and M rs.‘Denny 
Beougher and son, G ary of Col­ 
umbus spent Sunday with 
Mr. 
and Mrs. Webb Steinhauser. 
—— — — W illiam sport------------- 
Miriam and Winona 
Hill 
of 
Chillicothe are visiting 
t h e i r 
grandmother, Mrs. Ellen Hill. 


--------------- W illiam sport -------------- 
Mr. and Mrs. Glenn Leichliter 
returned to Los Alamitos Calif., 
last week after visiting here with 
friends and relatives. Mrs. Lich- 
liter’s parents, Mr. 
and 
Mrs. 
Edward Schleich 
accompanied 
them. 
---------- W illia m s p o rt -........ - 
Karen Dreisback of Columbus 
is visiting with 
her 
grandpar­ 
ents, Mr. and Mrs. Ansel Dreis­ 
back. 
William apert ....... — 
M r. and Mrs. H arry Rush and 
son David of Coral Gables, Fla , 
spent part of last week with Mr. 
and Mrs. Don Linkous. 
--------- W illia m s p o rt ---------- 
Mr. and Mrs. Ja ck Dewey and 
sons and Mr. and Mrs. Robert 
Mills spent the weekend in Lex­ 
ington Ky. 
■ — — 
W illia m s p o rt — . 
Mrs E 
P. 
Follrod 
received 
word last week of 
the 
sudden 
death of her brother-in-law. Mr. 
W. J Linnemans of Dallastown. 
Pa. Mr. 
and Mrs. 
Linnemans 


Peace’ Drive 
Here Labeled 
Communist Tool 


W ASH IN GTO N , 
J u l y 
13 — 
House 
UnAmerican 
Activities 
Committe e members charged to­ 
day that the “ peace” offensive 
launched by American Commu­ 
nists is aimed at giving Russia 
time to catch up in atomic bomb 
production. 
Reps. Kearney, (R ) N. Y , and 
Velde, (R ) 111., cautioned “ loyal 
Americans” 
against signing a 
“ peace” petition being circular 
cd by the campaign committee 
for world peace. 
The committee itself is p r e- 
pared to issue a formal report 
citing the latter organization as 
a Communist-front. 
Kearney 
said 
House 
inves­ 
tigators have “ indisputable evi 


just recently were guests in the 
Follrod home here. 
------ Williamsport - — . 
Floyd Hill has left for a mot­ 
orcycle trip to 
California. 
He 
plans to be gone two weeks Visit­ 
ing places of interest enroute. 
--------- W illia m s p o rt ---------- 
Connie Hollis is visiting at the 
home of her parents in Clarks­ 
burg Pa. 


FOR ATHLETES FOOT 
USE T-4-L BECAUSE 
It has tre a te r P E N E T R A T I N G 
PO W 
E R 
W ith 
undiluted 
alcohol 
base, 
It 
c a rri* * 
the 
a c tiv e 
m ed icatio n 
D E E P ­ 
L Y , to kill Im bed ded g erm s O N C O N 
T A C T . 
IN ONE HOUR 
\ ou M I ST he p leased or vnur 40c hack 
at 
an y 
d ru t 
store 
\ p p l' 
I C L L 
S T R E N G T H 
for 
ath le te s 
foot. 
I 
O. 
(foot odo r), Itc h y or sw e a lv feet. T o ­ 
day at C irc le v ille R e c a ll D rugs. 


Hoosier W omen 
denee” that the petition is the 
creation of the Communist P a r­ 
ty “ to confuse and divide 
the 
American people and paralyze1 
o 
their resistance to aggression.” j 
W A SH IN G TO N , Ju ly 13 — A 
The 
New 
Yorker 
estimated 1 
chorus of 3,000 women last night 
that nearly a million Americans 
helped to make Indiana 
Night THE NEW 


ficer of the celebration commis­ 
sion called i» “ some of the most 


beautiful 
music 
I 
have 
ever 
heard.” 


have been “ duped” into signing. 
Kearney commented: 
“ It is obvious that Communist 
strategy is to delay any armed 


one 
ot 
the 
most 
spectacular 
events to date in Washington's 
sesquicentennial celebration. 
The choru-, directed by Albert 
conflict until the Russians have Stewart of 
Purdue 
university, 
had a chance to catch up in the • presented 
the 
“ Hoosier 
Heri- 
atomie race.” 
tage” without a hitch after the 
Velde, 
in 
condemning 
t h e musical ensemble got off to a 
“ peace offensive," said its oper- bad start in rehearsal because of 
ation exemplifies “ the traitorous inadequate facilities at the 
es- 
and insidious activities” of the quicentennial band shell. 
American Communists. 
! 
Carter T. Barron executive of- 


ELECTRIC 0AIRY 
WATER HEATER 


IV O T IC I 
— Effective Immediately— 


We Will Close Thursday Afternoons Until Further Notice 


BUTCHERING — CURING — SMOKING 
RENDERING — PROCESSING 
WHOLESALE — RETAIL 
LOCKERS — LOCKER SUPPLIES 


We Sell Our Own Cured Hams, Bacon and Loins 
Sugar Cured and Hickory Smoked 


C ircleville 
Fast Freeze Food Locker 
P . J . M 
U I F I X 


Owner and Operator 


161 EDISON AVENUE 
CIRCLEVILLE, OHIO 


Here » a m ater heater that t made to o r­ 
d er fo r t o u r m ilk h o u te . T h e s ta r 
S A F G A R D offer* you many bae feature* 
. 
. rugged, accurate thermostat for eco­ 
nomical operation . . 
non corrosive, all­ 
co p p er tan k , h e a v ily in su lated w ith 
Fibreglat. Needs no special w iring or 
plumbing. 
PLUSI A 3-YEAR CO NSUM I* 
PROTECTION POLICY 
Assorts You Y«ors of SorWco 
S67.S0 


SOUTH CENTRAL 


RURAL ELECTRIC 
CO-OP., INC. 


160 W. Main S t . 
Phone rJ7 


READ THE CLASSIFIED ADV. 


I will not be responsible for 
debts contracted by any other 
person than myself. Ronald Ed- 
wm Perry, 183 Groveport Pike, 
Obetz Station, Columbus. 


H aw an a n 
SLICED PINEAPPLE 


M In lie . \ \ S\ rttp 
PURPLE PLUMS . 


( am p hid I s 
TOMATO SOUP 


No. 2Va can 


. . No. 2 4 ca n 


33c 


21c 


2 I0'2OZ 21c 
L 
can s 
L I v 


P u re 
BLACK RASPBERRY JELLY 
10-oz. tumbler 25c 


Select Either Of These Two Outstanding Buys J ! ! 


R E V I E V M V 
F O K Is 
a n d 
B E W 
S 


k H 
W 
V S 
K l K A L Y 
K E A Y S 


R l u l l P o u n d C a n s ................................ 2 5 c 


Sweetheart Soap 


Outstanding Soap Buy ! ! 
When You Buy 3 Bars 
Of Regular 
Sweetheart Soap 
At 23c You Receive 


I Bar for Ic 


F r e e F a c e Cloth with 
SILVER DUST ......................26c 


Sure Success 
SURE JELL 


DUZ SOAP POWDER 


IVORY SO AP...... 


. 2 5K* 23c 


lg. box 25c 


2 
medium 
4 f r 
bars 
I JU 


We Feature Falterms aud FetlterolVs Meats 


Quality Meats Are Cheaper Here Than Anywhere In Town 
( i B E E F —Only One Grade—THE BEST 


ROASTS, ROUND STEAK, CUBE 
STEAK and BOILING BEEF 


I ' O 
l t k 
- 


PORK CHOPS, SHOULDER CHOPS. 
SAUSAGE 


F L A C H H E A T S ­ 


A I LEAST 20 DIFFERENT KINDS 
TO CHOOSE FROM 


T H IS SS E E K 'S S P E C IA L S - * 


Back Bones...................... lb. 25c 
Neck Bones......................lb. 15c 


COLD, BLUE WATER 
FISH 


You Can Taste The Dif­ 
ference— 
Haddock— Perch 


OUR PRODUCE 
Is Kept Fresh By Vo- 
Dor*Mist Woter Spray 
Our Prices Are Low! 
ICECOLD 
WATERMELONS 


Why Feed The Parking Meters— You Can Pork Free In Front Of Our Door 


Open Evenings Until 9; Saturday Until IO; Sunday Until 7 P. M. 
HELD’S SUPER MKT. 


WASHINGTON & LOGAN STS. 


First 
of thc Cars ta Value 


This one Te,esev< w 
a iie 


o 
F course >ou recognize it. 


W h o doesn’t know that those four 


Ventiports, that graceful svfecp of 


fender-chrome, mark R o a d m a st fr— 


best of all the Buicks, unquestioned 


"big buy" of the fine-car field? 


But have you tried it? 


H ave you m atched this sweet* 


stepping bonny against the tall hills, 


and the call of the straightaway ? 


Ever tooled it across town—and seen 


how D y n a flo w ’s q u ick surge and 


smooth take-off slip you through 


traffic with minimum of foot-motion 


and maximum of timesaving? 


Ever known the good feel of a light 


and easy wheel, sw inging almost at a 


finger’s touch—the soul-satisfying lift 


in a big 152-lip Fireball engine just 


w aiting for the release jo u r toe- 


pressure gives it? 


E v e r sampled that famous Buick ride 


—steady, level, unperturbed, soft 


with the special gentleness of coil 


springs on all jour wheels, sweetly 


restful in both front and rear seats? 


longer for such satisfying experience. 


There’s a Buick dealer near you. I Ie 


delights in show ing off R o a d m a st fr. 


H e’ll arrange—unless all his demon­ 


stration cars have been snatched aw ay 


from him by eager buyers—to put \ ou 


behind a R o a d m a s t f r wheel. 


W h y not sec him now—to find out 


what s finest in today’s fine ears, and 


how little it takes to buy one? 
T h e r e ’s no reason, really, to wait 


an d w ith it goes 
I s 
O n ly B uick has 


H IC H U I-C O M P A f {S IO N fireb a ll v a lv e in h e a d power in three anginal. (N ow f 263 engine in SUPER models.) • N SW - P A T T S B N 


S T Y L IN G , with M U LT I- G U A R D forefront, toprr through fenders, 
double bubble" taillight! 
* 
W ID i- A N G L S V IS IB IL IT Y , 


c le f up rood view both forward a n d bock 
• 
T R A fflC - H A N D Y S H S , le u over-all length for san er parking and garaging, 


ikorf fuming radius 
• 
S K T K A - W ID S SSA T S cradled between 
the anlet 
• 
SOTT B U IC K K ID S , from all-co l s p rin g ,ng, 


Safety Bide rims, low-pressure tires, tid e steadying torque tube 
• W ID S A K B A Y O f M O D U S with “Body by Fisher, 


e s t ansate 
u t >A t n t A S I est tv **nam! rn, . P . 
em MV FU S in t SPEC tA L mwwte. 


tune ie HLNKt J. lATLO*. ABC Network, • 
M 


rOUM-WAT 
rom crbont 


Dui rugged front end ( I ) sets (ba style note, 


( 2 ) tores on repoir costs— vertical bors 


ara mdividuotty replaceable, ( 3 ) ovoids 


"lacking hams," ( 4 ) makei parking and 


garaging easier. 


m 
Bf 


0 


■ S P 
YATES BUICK CO 
1220 S. COURT ST, 


l l 
W H E N B I T T I t A U T O M O B IL E S A R E B U ILT B U IC K W IL L B U IL D T H IM 
T f M 


PHONE 790 


'$ ; f ' .AiRWifcl! ■ OtflUt 
S/MIL 
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LONDON TA KI V f L E AD 


Growing Signs Are Seen 
Of Mediation In Km ea 


WASHING TON, 
July 
13— 
There were de'inilr signs today 
of a growing movement to med­ 
iate the Korean war or at least 
focalize it on the pemnsula, with 
Great Britain playing a leading 
role. 
A Londf n spokesman has de­ 
nied that Britain is actually at­ 
tempting mediation at the pres- j 
cnt time. 
Rut he said that the cabinet 
is deeplv Interested in Soviet 
Deput' Foreign .Minister Gro­ 
myko’s 
willingness 
to 
talk 
about Korea and is determined 
to keep him t »Iking if it can. 
Instructions to this effect have : 
been sent to Sir 
David 
Kelly, 1 
British ambassador to M scow 
and it apparently is believed pos­ 
sible that some common ground 
may be readied enabling some 
sort of 
arrangement 
whereby 
the conflict will lose some of its 
present menace to the whole civ­ 
il >?ed world, 
For once, Brita n seems to be 
in a position to inherit the mant­ 
le oi France as traditional arbi­ 
trator among the great powers. 
She has recognized the Com­ 
munist government 
of 
China. 
And while Mao Tze-tung has not 
rushed to accept it, he has not 
rejectee !t, and talks are believ­ 
ed continuing on consular level 
at least regarding the matter of 
terms. 
There is part 
British anxiety 
solution if at all 


• 
THERF IS A 
nist «movemu nt i 
the Chinese C< 
announced the.r 
take the island c 
Generalissimo C 
Nationalists, 
t! 


lar reason for 
bring about a 


>ng C 
alava 


f F 


that Hor.ii Kong < t any moment 
may become grin dy endanger­ 
ed. 
World Communism has man­ 
euvered itseli int 
an avalanche 
of criticism by the invasion of 
South Korea and 
tin 
Kremhn 
may feel that things have been 
allowed to gi too far. 
It is true that th;> act of ag­ 
gression is serving to pin down 
large forces of American troops 
which in event of a new crisis 
might be badly 
needed 
else­ 
where. 
But 
at the same 
time 
the 
charges of Communist guilt art 
so unanimous that 
M o s c o w 
stands the risk oi losing face in 
both Europe and the Far East. 
Certainly a decisive defeat 
of the North Korean C ommu­ 
nists would be a 
heavy 
set­ 
back to Marshal Joseph Stal­ 
in’s international aims. 
Military observers are confi­ 
dent that this will come about 
when American and other Unit­ 
ed Nations forces and supplies 
reach their proper combat level 
provided, of course, that Russia 
does not decide in the meantime 
to expand this local war into a 
global one. 
It is noteworthy that up to the 
present there has been no con­ 
clusive proof of any Soviet par­ 
ticipation in the fighting. 
There is no question that the 
North Koreans are using Rus­ 
sian-made planes and tanks and 
the extent of their training by 
Soviet personnc 1 is proved simp­ 
ly by the fact that crack Ameri­ 
can units are having so much 
trouble in dealing with them. 
But Russia thus far has re­ 
mained from the potentially fa­ 
tal step of open intervention. 


! imfufuiiiciutiitniiitnwHiHiiiintiiiJimiiicMiiiimiiiniiiiiiiii1 
Derby 
'a’tuiittiMtsiimiuimrjiwmmi'numnimin'imMimriiNM 
The first wheat threshed 
in 
this im m iiate community was 
n the Charles Nance farm and 
Was threshed Friday evening of 
last wt ok. Q lite a large number 
were threshing on Saturday. 


Mrs. Phoebe Brooks of Colum- 
• and who formerly 
resided 
heie fell Saturday in the bath 
room at the home of her niece. 
Mi>. Minna (J arhart, 
w i t h 
whom she made her home and 
fractured the thigh bone of her 
log. She is m iust fair condition 
at St. Francis hospital. 
—.......... Derby 
—— .... 
Mr. and Mrs. W. W. Bauhan 
wi n Sunday dinner guests of 
Mr. and Mrs. { . E. 11 ¡11 of Wil­ 
liamsport. 
-------------------- Der&v-------------—■— 
Several Irom 
here 
attended 
the funeral last Friday of Lewis 
Gantz at 
the 
Norris 
Funeral 
home at Grove City. Mr. Cantz 
lived the greater part of his life 
in th:s community but had 
re­ 
cently moved to Giuve City. 
—— - —------ D crh v 
_ 
Mr. and Mrs. William Hamil­ 
ton attended the funeral 
of 
a 
niece. Mrs. Ray Hamilton Thurs­ 
day afternoon of last week at the 
Norris funeral home of Grove 
city. 
- 
........... Pert: V 
—......... . 
>G- ; t- Fitzge raid and family 
moved 
last 
week 
from their 
property here to a farm 
near 
Galion Mr. Fitzgerald has been 


Jap Visitors 


Sing Praises 


Of America 


COLUMBUS. July 13 — Two 
Japanese visitors to Ohio have 


no comment on the Korean situa­ 
tion. but they have plenty to say 


about the United States. 
Yoshio Fujimaki, information 
chief of the Japanese ministry 
of agriculture and forestry, and 
Masuo Ukawa, chief of the eco­ 
nomics department in the same 
ministry, grinned and said “no 
comment 
when they, were ask­ 
ed for t! i'ir views on the Korean 
situation. 
In Col mbus to study the oper­ 
ation of tin agricultural exten­ 
sion service, the Japanese were 


impressed with the 
U n i t e d 
States’ “clean cities” and “very 
gentle and kind” people. 
They marvelled at the giant 
machinery on American farms, 
but pointed out that such m a­ 
chinery could not 
be used in 
Japan because the average farm 
is only l.P acres per family. 
The Japanese officials w i l l 
visit Montgomery County next 
w'eek and later attend the Fay­ 
ette County Fair July 25. 


Rest Turns Out 
As Permanent 


CHICAGO, July 13 — Bert A, 
Hall returned home from work 
and plopped into his hammock 
for a rest. 
'1 he 67-year-old Chicago m an’s 
weight ripped 
loose 
a 
12-foot 
length of porch railing. It struck 
him on the head and killed him. 


^Thursday, July 13, 195C 
a st h m a 
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last week. 
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Charles and Sh 
and a little friend 
me \ is ting the ir 
Mr. ana Mrs. N. J. Higgins. 


k 
underwent 
Doctors’ hos- 
Thursday of 


rley Higgins 
of Columbus 
grandparents, 


THE WEITHER 


T E M P E R A T I Kl s 1 I *EH HI KE 
Stations 
A kron. O. 
B isn .arck , N 
D ak. ........... 
B uffalo. N. Y . ................. 
C hicago, 111 
.......................... 
Cincinnati, O. ............... 
C leveland. O ............................ 
D ayton. O ................................. 
D enver, Colo, ................. 
D etroit, M ich. 
............. 
Ft. Worth. Tex................ 
H untington, W, V a. . . . . 
Indianap o lis, Ind. 
U isville Kv 
M iai n. F la 
M inneapolis and St. P au l 
New York 
....... ..... 
P ittsb u rg h , P a . 
.............. 
Toledo. O. 
............... 
Washington 
................ ’ 
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R O M A N 
CLEANSER I 
whitens clothes 
^ 
$ 
♦ DISINfECTA^* 


Roman Cleanser bleaches clothes 
snowy-white; saves hard rubbing. 
For stubborn stains, see the label. 


áOÁ¿¿-£¿£CWC 


A 
houjE DIVIDED t v t v n n f l.'otricity 
. and old-fashioned methods costs 
you more because it s less efficient. 
Completely electrified homes and 
farms, «sing low-cost, easy-to-operate, 
tim e-and-labor-saving electrical con- 
vemence*. mean better living, easier 
work and low« r cost 
The exc/ufjv e use of electricity costs 


SAVE TIME, WORK AND MONEY 


you less because you then employ the 
best method for every job at the lo w 
cost All-Electric rate. 
Job for job, use tor use, electricity is 
best, Don t use two or more services 
when one does more for less, 
GO ALL-ELECTRIC,* It p a y s -in lower 
costs, less work, more time for pleasure, 
gteater profits and better health, 
_____ 


1 


^ 
S 
* 
o 
* 
r 7 
ö 
( / 
( / S £ - T H E c o m 
m m 
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COLUMBUS AND SOUTHERN 
OHIO ELECTRIC COMPANY 


h e a d t h e c l a s s i f i e d a d v . 


You G et L ean B eef, and O nly B eef 


(Freshly Ground M any Tim es A Day) 


H h e n Ton B uy A&I**s D elirious 


That is why the labels on prnrii- 
rally all of AAP s own quality brands 
of fruits, vegetables and juices tell 
you exactly what the can contains. 


IT e tell you the U, S. Government 
grade. 


IT e explain exactly ichat that grade 
means. 


H e list the uses for tchirh the 
grade is best suited. 


In other wonls, we not only want 
you to get quality food at low prices 
at jour A&P, but we want you to 
know in advance what you're getting 
for your money. 


Read the labels carefully oil your 
A&P canned foods. If the contents 
should ever fail to live up to our 
claims or jour expectations, please 
let ns know. 


VI rite: 


Customer Relations Department, 
A&P Food Stores 
420 Lexington.Avenue 
New York 17, N. Y. 


O nly One G r a d e — 
O nly One P r ie e — 


C I i o | > | m m I I l y i n ■ 
Buy at this low price and save 
Sii«*«*« I Itac’on...... 
Sunnyfield. . .b an—mild cured 


V e a l I t o u s t 
Shoulder-blade cuts. 


lb 6 5 c 
beef 


3 b " 1 X 2 . 0 9 


P o r k S t e a k * 
Cut from lean Boston Butt 


Ib- 5 9 c 


.............................. lb - 5 9 c 
.b an, close trimmed 


I b 6 1 c 


There s just one kind of ground 
beef at A & P 
tender, juicy 
and fla v o rfu l 
That s because 
we use no odds and ends and 
excess fat, b u t only wholesome, 
lean beef. . and grin d it fresh­ 
ly m any tim es a day Try it 
and see how much better it i i 
than ordinary ground beef! 


“ S u p o r - R i g h t * ’ P i c n i c s 
ib. f O c 


F r e s h F r y i n g C h i c k e n s 
ib. 6 1 c 


S t a r ( a n n e r i P i c n i c s 
35 » 3b- 8 2 . 5 9 


B o n e l e s s I t c r i f i s h F i l l e t s 
lb. 29c» 


H a l i b u t S t e a k ............................ 


L a r g e (» r« * « * n S h r i m p 
••• 


F r e s h B l u e P i k e Round 
. 


H e r r i n g F i l l e t * ........................ 


lb - 5 5 e 


]b. 7 € |C. 


lb - 5 5 c 


ib 2 9 c 
THRIFT-PRICED PANTRY NEEDS 


( a n t a l o u p e s .....................2 for 49c 
California vine-ripened . .jumbo 27 size 


W aterm elon s ................. lb 3 Vic 
Georgia U, S. No. 1. . .Cannonball—red cutters 
Siiukist L e m o n s 
6 for 23c 
CaLdornia fancy Ventura County. . .360 size 
P orto Kican Y a m s 
4 lbs 29c 
Louisiana U. S. No. 1. . .candy yams 
(preen P e a s ......................2 lbs 35c 
California U. St. No, 1, . .long pods 


V a le n c ia Orange»* 
5 lb bag 59c 
California. . .U. S. No. 1, sw’eet and juicy 
IIpiI O n io n s ......................3 lbs- 25c 
California. . .sweet flavor, fine for slicing 
Button B a tlis lie s ...............2 fo1 9c 
h ancy red button type. . .large bunches 
Yew A p p le s ......................2 lbs 29c 
Illinois Transparent. . .dandy for pies 


A M . I I . F O O I l H A I t 
Jane Parker . . . new low 
price, l ight and fluffy. 


>larvrl Urrail ..................2 fm 27c 
C ello wi apped. . .dated fresh everyday 
ltlu«»h«»rr\ P i e 
each |«jc. 
June Parker. . .made with fresh frozen fruit 
P a r l y Ityc Kr»a<l 
Iouf 19c 
Jane Parker. , ,a delightful snack treat 
Sauriu icli C ookies .-pktf* of 12 25c 
Choice of Chocolate, VaniUa or Strawberry 
F resh P o in t» Chip* • • lb Pks 59c 
June Parker, » .fresh and crisp 


S w e e t C 
i e k l e * 
16 oz. ja r 2 3 f* 
Derby brand. . .small whole pickles 


S t o k c l v ' s P c ; i c l i c s N o. 
can 2 9 c 
Yellow’ clings. . .halves or slices 


L i b b y ' s C o r n 
2 No. 303 c ans 2 9 c 
Golden cream style. . .tender kernel, 16 oz. size 


l i i r i n c Y 
B o a n s — 
2 N o * 2 cans 2 5 c 
Joan of Arc. . just heat and eat 


l l e i i i i f . B a l i y F o o d 
3 Jars 2 9 c 
Strained. . .vegetables and fruits 


I ' i l l s h 
i i r y F l u u r 
1 0 lb ^ 4 9 l e 
Oven-tested, 
.milled from chon e wh< ats 


A p p l e » P 
\ e q u i c k ...................... p*u 
Betty Crocker. . .a pie in a pai kage 


Z i » s l a ( r a c #k t » r s 
,b 
l 2 ( ie 
Felbers, . 
[b. individual cello packages 


C 
r a c k e r J a c k s ...................... 2 Pk ^ - 9 e 
Caramel coat» d. . .prize in every package 


P a r « ! llik jL * B o o t ! ......................2 c a n s 2 5 e 
Kennel-tested. . .vet-approved 


H 
o u 
s e h 
o l d 
I S ' e e d s 


S c o l l T 
o w 
e l * ...............................2 fci 2 9 c 
150 towels in a roll. , .sanitary and convenient 


I t e 
j u u l r i s W r a 
p 
....................R- ro il 2 5 c 
Aluminum foil, . .helps preserve freshness 
Sla-l io M a r c h ..................... qt. |< ) e 
Staley’s liquid laundry starch 


L a u u d r y S l a e e l i ...................... q ' 
1 3 c* 
Bright Sail brand, . fine value 


S t e e l W » < » ] .....................................2 
Pk i 's 1 5 c 
American. . .has many household uses 


flcxo S h ort €»11 i 
n 
3 lb-tin 77% 
Pure all vegetable . .also lb. tin for 


H i l l l* i< ‘k ! < » s ....................... *2 gal. ja r 3 ; e 
Mayfair. . .processed or Kosher st> U- 


A i V I * (àrap€»friii( 
Grade A . .sliced into section* 


No. 2 can 2 3 c 


7 


A n n l * a g c S p a g h e t t i 
2 c a n s 3 3 r 
Prepared . just heat and cat—2 154 oz cans 25o 


I * i n k S a l m 
o n ...........................lb* can 2 9 c 
Cold Stream. . .solid pack, serve hot or cold 


I o m a t o J u i c e 
W oz. can 23c» 
Iona. . makes a fine appeti/« r 


A p r i c o t N 
e c t a r 
^6 oz. can 3 7 ^ 
Hearts Delight. . .rich’find tasty 


------------------- 
BLEl' CHEESE 


I ancy . . . with blue inolil veins, 
“ 59c 


\ « V I * K i n d l e * * C l i e e * e — 
lb 5 7 « 
Cello-wrapped. . .no waste, inild flavor 


E o n g l i o r n C h e e s e 
>b 
15«' 
For mild flavored cheese. . .medium soft 


S w i s s C h e e s e .......................................... 6 5 c 
Fancy Wisconsin. . .sliced or center cuts 


S l i c * e r i d i c e s « * .................................lb. j«)( . 
A&U .* Mel-O-Bit. . .Pimento-Amei ican-Bi i< k 


S u n n y f i e l d K u l t e r 
>b 6 9 e 
b ancy 92 score. . .made with sweet cream 


U°.ck 
your 


J o y ... 
Liquid suds. If takes so lit­ 
tle to do ho much. 


-6 oz, bottle 2 6 c 


Cul-HUe... 
Wax paper. , 
keeps foods 
fresher. Costs little, saves 
much. 
__________ 125 ft- roll 2 l o 


I I t t m l b u r y ' n . . . 
1 oilet soap, , .helps keep 
your sKin .soft and smooth. 


cake «Je 


S u n b r i i e . . . 
Household cleanser. , .grand 
for kitchen or bathroom uhi*. 


2 cans | 5 t . 


U m ntbury's... 
Toilet soap. . .helps keep 
your skin soft and smooth. 
Bath size. 
— 
c a k e | |Jf* 


Borax 
20 Mule Team. . just add to 
suds for better, quicker ac­ 
tion. 
■ - 2 ib. pkg. 27e 


P r e m ... 
f Sf 
re h 


12 oz. can 4 3 c 


Another of Swift’s fine prod­ 
ucts. Serve hot or cold. 
Horaxw... 
‘20-Mule Team. . .cuts dirt 
and grease from hands and 
its safe. 
— -------------- 2 c a n s 3J{t . 


t t l u i S h i t e . . . 
Blue White Flakes. Blues 
while you wash in one easy 
operation. 
Pk8 9c 


Sw ift's... 
Meat for babies. Rea 
heat and serve. Fasi 
gested. 


ady to 
asily di- 
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Yoshio Fujim aki, information States’ “clean cities” and “very 
chief of die Japanese ministry gentle and kind” people. 
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allowed to go too far. 
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property heir to a 
farm 
n ear 
Galion Mr, Fitzgerald has been 
by the- Orient Farm- 
nge for 
the 
past 
C 


re- 


T H E W E A T H E R 


TIM PER ITVRES ELSER HERE 
Station* 
High 
Low 
Akron. O. 
...... 
87 
59 
Bismarck. N. Dak 
64 
53 
Buffalo. N 
Y. 
................ 
81 
Chicago, III 
Cincinnati. O. 
C levelan d 
O. 
Dayton, O 
D en v er. C olo. 
D etroit, Mich 
Ft 
W orth, Tc 
H un tington, V 
Indianapolis. 
la SVlDa K 


6 1 67 
65 


Now Y( 
Ptttabui 
Wai 


87 
70 
9ft 


Roman Cleanser bleaches clothes 
snowy-white; saves hard rubbing. 
For stubborn stains, see the label. 


ffl/SX-£££CM C 
SAVE TIME, WORK ANO MONEY 
A 
HOUSE DfVTDEr 
i oid-fash 
you more because 
Completely t 
farms, using low-c 
time-and-la bor-sa 
veniences, mean . 
work and lower co 
The exclusive ut 


rn then 
cry job 
nploy the 
: the low 


mea homes and 
easy-to-operate, 
; electrical con- 
f living, easier 


electricity costs 


you less becaps 
hest method foi 
cost All-Electric rate. 
Job for job, use for use, electricity' is 
hest. D ont use two or more services 
when one does more for less, 


G O ALL-EtECTRIC: It pays- i n lower 
costs, less work, more time for pleasure, 
greater profits and better health. 


A a # * * 


* tO # £ y o ( / 
c w 
t * 
T H E r v c z 


COLUMBUS AND SOUTHERN 
OHIO ELECTRIC COMPANY 


Y o u C o t L o a n K l o o f , a n d O 
n l y B o o f 


( F r e s h l y l i r . m 
. , , 1 M 
a n y T i m 
e s A l i n y ) 


A A l i o n Y o u B u y A 
* B ' s D 
e l i c i o u s 


Customers’ 


Cornel 


When you buy a eau o f food, you 
can't see the contents. 


That is why lite labels on practi­ 
cally all o f A&P'ji own quality brands 
of fruits, \cgctuhles and juices till 
you exactly what the can contains. 


We tell you the V. S. Government 
grade. 


II e explain exactly it hat that grade 
means, 


II e list the uses for uhirh the 
grade is hest suited. 


Iii other words, we not only want 
von to get quality food at low prices 
at your AAP, hut we want you to 
know in advance what you're getting 
for your money. 


Read the labels carefully on your 
A&P canned foods. If the contents 
should 
cr fail to live up to our 
claims or your expectations, please 
let us know. 


Al rite: 


Customer Relations Deportment, 
A&P Food Stores 
420 Lexington.Axenue 
New York 17, N. Y. 


O n l y O n e 


O n l y O n e O r i r e — 


/J 
"here's just one kind of ground 
/jj 
beef at ACrP 
tender, juicy 
and flavorful. That s because 
we use no odds and ends and 
excess fat, but only wholesome, 
lean beef 
and grind it fresh­ 
ly many times a day. Try it 
and see how much better it • 
than ordinary ground beef! 
I 


( h u c k B onsl .......................... lb fi.lc 
Choice center cuts. . tender steer beef 
3 lb 1111 S2.09 
( h o p p e d H u m ......... 
Buy at this low price and save 
Sliced 3t;icon....................... lb. 
Sunnyfield. . .lean— mild cured 
V eal Bonsl 
Shoulder-blade cuts. . .lean, el< 
P o rk S tro k s 
Cut from lean Boston Butt 


trill 
5 9 c 


t i l l * 


‘‘Super-Right** P icn ics 
. . . lb. 190 
Fr«*sli l r \in u C h ick en s • 
tile 
Slur Canned P icn ics 
ib- S2.5!) 
Itonclcss Bodfish Fillets 
;b 29c* 
Halibut S t e a k ..................... 5* 55(/ 
l «rj*p (archil Shrim p ....... b. 7 9 ^ 
Frosh It I UC P ik e H o u n d 
b. 5 5 c. 
H erring F ille r s ................ • • lb. 29e 


ELIIEKTA PEA! ll ES 
California Frecstotien . . . U.S. No. I 


2 
Ik*. 
2 9 c 


T llltllT -lltll 1 11 PANTRY NEEDS 


C antalou pes • 


California vine-ripened 
\\ a lc r iu c lo n s 


G eorgia LT. S. No, I. . .C 


2 
H i c 
ambo 27 size 
............... it :i'/2c 


onball—red cutters 


Swivel P i c k l e s .......... 


D erby brand. . .sm all whole pickle 
Stokedv's Poachers Nl 


Yellow clings. . .halves or slices 
IJbbv*s Corn 
2 ^ 


Golden c re a m style. . .tender kern 
ki<lnc\ B ea u s 
2 


Ju a n of Arc. . just heat and eat 


16 


91 


Suiikist l e m o n s 
ti b)r 25c 


California fancy V entura County. . .360 size 


l*orl» Itieaii I amit 
I !b 
29c* 


Louisiana U. S. No. I. . .candy y a m s 
G reen P e a s ......................2 bs 55c 


California U. 9 No. I. . .long pods 
X a le n c ia O ranges 
5 lb ba^ 59c 


California. . U. S. No I, sw eet and juicy 
Red O n io n s ......................3 bs 25c 


California. . .sw eet flavor, fine for slicing 
Hut ton B a llis tic s ............. 2 f( 


\e\A A pples 


Illinois T ransp aren t. 


9e 


2 lbs 29c 


ll<*in#. B ab y Food 


Strained. . .vegetables and fruits 
PillsBiurA F l o u r ...... 


O ven-tested . .milled from choice 


A pple PMMiuicli 
Betty C rocker. . .a pie in a pack 
/e s t a ( r a c k e r s ...... 
Felbers. . 
lh. individual cello 


C ra ck er J a c k s ....... 
C a ra m e l coated. . .prize in ever; 
Pard Boy; F o o d ........ 
Kennel-tested 
. .vet-auDroved 


2:u* 


2!>«- 


13 cans 29*. 


16 oz. size 


2 c a n s 2 .")* . 


29e 


9 Ic 


:i7»- 


26e 


>■ 9*. 


2 .»«• 


tin 14* 
Pi 
11 v j* q. e i ii b l i? 


.I jar 


| « l b bi. 


w heats 


Pkj 


,. .lb . p k g 


. . . ^ pki 


puck cl KC 


. . . *J c a n 


Bill l 9i«*kli*s.....................ai 


M ayfair. . .processed or Kosher style 


\cVP G rapefruit 


G rad e A . .sliced into sections 


Ann Paiic Spajjlicm 
2 


P re p a re d . .just heat and e a t—2 15‘a < 


i « r 3 7 c 


c a n 2 2 c * 


•ans *1*: 
33r 


F in k S a lm o n ..................ib c:in 39c 


Cold Stream . . .solid pack, serve hot or cold 


T om ato Juice ••• 


Iona . .m akes a fine appe 


can 23c 


37c 


dandy for pies 
H o u s e h o l d 


Scott T on e l s ....... 


Y e e i f s 


\ p r i c o l S e c t o r 
4'; 


H earts Delight. . .rich “find tasty 


BLEI ( HEESE 


Lane) . . . with blue mold vein*. 


<*• 
5 () c 


AAI* R Intl I <.*.*» ChccM * — lb 37c 


WUEL HHH) HAK 
Jane Parker . . . new low 
\ \ y y 
price. Light ami fluffy. 


loO ti 
in a 
:anitar 
29e 
nt 


B ca H olds VI raip 
A lum inum foil. . .helps pre 


2 { 
and conve: 


•I ', 


* freshnes 


•PP 
mile 


»e 


I 9 c 


l.o iig lio rn ( liccM ............... 
For mild flavored cheese. . .m edium sofl 
13c 


H a rv el B r e a d ..................2 for 27c 
Ce Ho w rapped. . dated fresh everyday 


B lu e b e r r y P i e ..................each 19c 
J a n e P ark er. . .m ad e with fresh frozen fruit 
P a r ty B ai* B read 
loaf I9e 
Ja n e P ark er. . .a delightful snack tre a t 
Saiidwitdi C o o k ie s • Pkfi of 1: 25c 
Choice of Chocolate, Vanilla or S traw b erry 
Fresh P o ta to C hips • • lb Pkg 59c 
June Parker. . .fresh and crisp 


Sta-Flo S t a r c h .................... < 
S taley ’s liquid laundry starch 
Laundry Starch ................ o* 1 3 c 
Bright Sail brand. . fine value 


S t i p e l \ \ o o l 
...............2 Pks s I S e 
A m erican. , .has m any household uses 


S n iss ( li€*cse............... . 
lb* 65e 
Fancy Wisconsin. . .sliced or center cuts 
( 
SlictMl ( boost*......................]b 19c 
A i P s Mel-O-Bit. . .Pim ento-A m erican-B rick 


Sum !a field B u t t e r 
Ib 159c* 
Fancy 92 score. . .m ade with sw eet c re a m 


J o t / . . • 


Liquid suds. It ti 
tie to do so m u d 
SO llt- 


6 oz. bottle 2 tie 


C u h K 
U 
o . * . 
Wax paper. . .keeps foods 
fresher. Costs little, saves 
much. 
_______ 125 ft. roll 2 I e 


ll o o d b u r y ’s . . . 
Toilet 
soap. . -helps 
keep 
your skin soft and smooth. 
Bath size. 
------------------------------c a k e | Of* 


P r o m ... 
f Sa 
e h 
12 oz. can 13c 


A nother of Swift's fine prod­ 
ucts. Serve hot or cold. 
H o v a x o ... 
7, 
or 


2 cans 3 3 c 


20-Mule T eam . . .cuts dirt 
and grease from hands and f t 
its safe. 


W ood b u r y ' s ... 


ielps 
nd sin 
cake Jit* 


Toilet 
soap. . .helps 
keep 
your -sKin soil and smooth. 


S u n b r iti* ... 
an.se 
bat! 
2 cans I Se 


Household cleanser. . .grand 
for kitchen or bathroom use. 


B o r n i . v . . . 
20-Mule T eam . . just add to 
suds for better, quicker ac­ 
tion. 
-------------2 lb. pkg. 2 7 c 


K i n W h i t e . . . 
Blue 
White Flakes. 
Blues 
while you w ash in one easy 
operation. 
----------------------------- Pkg S c 


S w ift's ... 
M eat for babies. R eady to 
heat and serve. E asily di­ 
gested. 


FR U ITS ^ VEGETABLES 


DEFECTS BEING CORRECTED 
COLUMBUS W OM AN 
LOST 70 POUNDS 
this into a pint bottle and add enough 
grapefruit juice to fill the bottle Then 
t ike two tablespoonsful tw in a day. 
That's all there is to it. If the very 
first bottle doesn't show the simple, 
easy way to lose pounds of bulky fat 
and help regain slender more youth.* 
ful curves—if reducible excess fat 
doesn’t seem to disappear almost like 
magic just return the empty bottle to 
the manufacturer for your money 
back. Note how quickly bloat dis­ 
appears—how much better you feeL 
More alive, youthful appearing and 
active. Insist on genuine Rennei, 


Pickaway County’s 4-H Club 
health program is teaching the 
young rural boys and 
girls to* 
take care of themselves. 
That was the opinion Thurs­ 
day of Dr. A. D. Blackburn, 
county 
health commissioner, 
as he compiled 
statistics of 
the recent 4-H Club h e a l t h 
examinations. 
“ We examined a total of 412 
boys and girls during June,” the 
doctor reported. “Only six of the 
youngsters we examined had not 
been immunized against diph­ 
theria. 
“ But the mor* important part 
to me, at lea st, ■ 
the fact that 
most of the 4-H Club boys and 
4 girls have had the defects 
we 
discovered last year corrected.” 
Blackburn and County Health 
Nurse Helen Pickens adminis­ 
tered complete examinations of 
the 
eyes, 
ear^. 
nose, 
throat, 
chest and skin during this year’s 
program. 


ers were found to have p o o r 
vision which was not corrected. 
However, 60 of the 4-H’ers had 
vision 
defects 
corrected 
with 
glasses, while the remaining 289 
youngsters had good vision. 
Only 82 of the youngsters were 
discovered in need of d e nta! 
work, while 
162 
already had 
been to the dentist. The r< main- 
ing 168 neither had dental work 
completed nor were in immedi­ 
ate need of it, the doctoi «aid. 
The report added that 11 were 
found with diseased ears and 25 
were found with hearing defects. 
A total of 45 were discovered 
to have diseased or enlarged 
tonsils during the exam, while 
163 boys and girls had submit­ 
ted to tonsil and adenoid 
ttr- 
gery. 
The 
doctor 
said 
that 
four 
youngsters were found to 1 hve 
heart ailments, none considered 
serious, while 27 were found to 
have skin eruptions. None of the 
youngsters was found to have 
perceptible 
luug 
diseases, 
he 
added. 
More than haif of the boys 
and girls who participated in the 
examination 
had submitted to 
[smallpox vaccinations. 
Black- 
bus* reported that 221 
young­ 
sters have had the vaccinations. 


READ THE HERALD CLASSIFIEDS 


ACCORDING to the report, 10 
of the youngsters wero found to 
have eye disorders while 53 oth- 


ON APRIL 8, 1947, the Harden 
interests bought the majority of 
stock m the company with R. E. 
Stevenson 
retaining 
about 
20 
percent. 
Budd Harden 
g r a d u a l l y 
brought his two sons, Ne^ 
and 
Tom. actively into the company. 
Officer* under this setup 
in­ 
cluded R. E. Stevenson, 
presi­ 
dent; Ned 
Harden, 
vice-presi­ 
dent and m anager; 
and 
Budd 


ALL POPULAR SIZES 
AND CUT TO ORDER 


ANKROM LUMBER 


and SUPPLY, INC. 


Main St. 
Phone 237 


COLUMBUS. July 13—Russell 
C. Taylor, director of the Colum­ 
bus Metropolitan Housing Auth­ 
ority, plans today to file eviction 
suits tomorrow' against 24 fami­ 
l i e s m rf .if f 
The families, living in Colum­ 
bus’ five federal 
housing 
pro­ 
jects, are to be 
charged with 
nonpayment of rent. 
Taylor said 108 families on re­ 
lief who live in federal projects 
have paid them July rent. CMHA 
already has reduced th* rental 
for families on relief The rent 
was dropped from $27.50 to $15 
4 ' ecause . 
rr ' f i - ¡yrr * nts 
went into effect July 1 


“WE WILL SEND a < v. 
the parents of each 
youngster 
w’ho wfas found to have some dis­ 
order,” 
Blackburn 
said. 
“We 
strongly 
recommend 
that 
the 
parents see that the defect 
is 
corrected.” 
Data from the recent!*- com­ 
pleted exam- will be used in es­ 
tablishing this year’s Pickaway 
County 
h e a l t h 
achievement 
awards. One boy and one girl 
will be selected to represent the 
county as the “healthiest” cur­ 
ing the Ohio State Fair. 
Final examinations in the se­ 
lection program are to be given 
by the doctor and health nurse 
Aug. 18. 


Home grown 


New Cobbler 


California, 36 Size ....each 


New 
Transparent 


M E N D O Z A 


THERE IS NO SUBSTITUTE FOR FAfR DEALING 
Homegrown 


Hot house, Moeller’s 


pipil 
1 % I ^ 1 11 


' ymoNo pwchk»* fo ' 
SUP*-0*t CAA Wf?*OUt Tim 


Banner Brand 
Bacon, Sliced 
Colby 
Cheese 
......... 
Potato Salad 
LIFC-TUBi 
Homemade 
r owour HO'tcKQM 
Nfvrt *o$s iii m ou 


Eavev’s Green Pastures, tal H for 


Home Baked 
Ham ...................... I* 11 
Hams, Armour’s Star 
Whole or Half 
. . 1 
Gold Seal 


Tasty 
American 


Viking 


Skid Protection, Blowout Protection. Life Protection 


n e v e r 
p o ssib le 


! 
' e ■ i • EVERLASTING WHITEWALLSI 


To maintain the spotless beauty of your tires, 
With the Htw PROTECTIVE CURBGUARD! 


To end all grinding curb scuff and abrasion. 


' ' i! • 25% SOFTER AND SAFER RIDE! 


Absorb the road in silence, at any *peed> 


T 
i 
’ U. S. NYLON LIFE-TUBES! 


f or blowout protection never possible before, 


The lowest cost per safe mite in tire history! 


U N I T E D 
S T A T E S 
R U B B E R 
C O M P A N Y 


Sever before m the memory of veteran 
tire men have new product! such as the 
Mid-Century Royal Masters, Life-Tubes 
and Air Rides enjoyed such endless and 
urgent public demand. They ere the “run­ 
away 
tires of the decade in e\rry top 
quality market. Never before have the 
important factors of SklD-PROTEC- 
TION, 
BLOWOUT . PROTECTION 
AND 
L!F E-PROTECTION 
reached 
anything like this new level of all- 
weather safety. That’s why these Mid- 
Century products are outselling every­ 
where in all the higher quality markets. 


Tire qualities and features 
never known before 
Never before have you seen tires or 
tubes like these. Investigate them todav! 
Get complete proof demonstration be­ 
fore you buy. Get highest cash allow 
ances for your old tires and tubes. Get 
our easy credit terms if you desire them. 
All Fully Guaranteed. Priced as low as 
your life end safety permit, 


ASK FOR THEM ON THE NEXT CAR YOU BUY 
PUT THEM ON YOUR PRESENT CAR TODAY 
(For years to tome) 


Kerr 


Choc. Dairy Drink 


HARDEN-STEVENSON 
YAÏES BUICK 
CLIFTON MOTOR 
COMPANY 
COMPANY 
SALES 


132 t. Franklin St. Ph. 522 
1220 S. Cou,» St. Phone 790 
119 S. Court St. 
Phone 50 


i l l l R 


Main and Scioto 
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DEFECTS BEING CORRECTED 
Doctor Says 4-H Clubs 
• Hike Health Standards 


Pickaw ay County’s 
4-H C lu t te r s w ere found to ha vt p o o r 
health pro g ram is teaching the vision which was not corrected, 
young ru ra l boys and 
girls to- 
However, 60 of the 4-H’ers had 
♦ake care of them selves. 
vision defects 
corrected 
with 
That w as the opinion Thurs- I glasses, while the rem aining 289 
day of Dr. A. D. Blackburn, 
county 
health 
com m ission er, 


Chevrolet Marks New Milestone; 
Hardens Now Full Owners Of Firm 


Another 
milestone has b e e n , H arden, secretary and treasur- 


Stoutsville 


luiBuuDniiiiiimiatinHnnunitttniuniQiiiMiiiuiicaiHUiumi spent the w eekend 
with 
their 


parents, Mr. and Mrs. F. C. Le- 


j Roy. 
% 
•miHRnniURliiiu: 
iiirwitiantinauuiltfBanBUi 
£truttrill« 
— 


Mr. and Mrs. Andy Lawson of 
M rs- A B Wynkoop w as a vis- 
Columbus called 
on 
Mr 
and itor in L an caster Friday. 
Mr. Stevenson died last Janu- Mrs A* B Wynkoop July 4. 
; 
s to u te n * - — ------ 
ary 
and 
the 
H ardens 
later 
------------- Stoutsville-------------- 
Mr. and Mrs. G a rre t M arshall 
bought his rem aining stock in 
Mrs 
Roy H arden w as dinner cd Columbus, Hinton Waites of 
The com pany now is com- 
the firm. 
guest Sunday of Mr. and M rs 
Circleville, Mrs. G race M arshall 
ptetely owned by the Harden 
As a result, the com pany re ­ 


m arked in the growth of the C ir- ; er 
cleville Chevrolet automo b i l e 
agency and service center. 


COLUMBUS W OMAN 
LOST 70 POUNDS 
Mrs Della Dobbins, 638 E Starr Ave.,' this into a pint bottle and add enough 
Columbus 3, Ohio, writes: “I have i grapefruit juice to fill the bottle Then 
been using Rennel Concentrate and tike two tablespoonsful twice a day, 
have lost <0 lbs. I v/eighed >30 lbs ,, That’* an there is to it. If the v—y 


as he com piled 
sta tistics 
of 
the recent 4-H Club l i e s 1th 
exam in ations. 
“ We exam ined 
boys and girls during June,** the 
doctor reported. “Only six of the 
youngsters we exam ined had not 
been im m unized against 
th e n a . 
“ But the most im portant p art 
to me 
at leas?, is the fact that 
m ost of the 4-H Club boy's and 
$ girls have hor 
the defects 
we 
discovered !&.^t year co rrected.” 
B lackburn and County Health 
Nurse Helen Pickens adm inis­ 
tered com plete exam inations of 
the 
eyes, 
ears, 
nose, 
throat, 
chest and skin during this year's 
program 
• 
• 
• 


ACCORDING to the report 
IO 
of the youngsters were found to 
^ h a v e eve disorders while 53 oth- 


fam ily. Known here 
for 
the 
last 22 years as the 
Harden- 
Stevenson Co., the firm now is 
Harden Chevrolet, Inc. 
The Harden-Stevenson Co. w as 
formed Jun e 15, 1928, and was 
then located at the intersection 
of Main and Scioto streets, pres 


youngsters had good vision. 
Only 82 of the youngsters were 
' discovered in need of d e ntal 
work, 
while 
162 
already 
had 
been to the dentist. The remain- 


a total of 412 ' ng 168 n ,lth e r had den,al worl1 ent location of the Given Oil Co. 
completed nor were in immedi- 
. 
. 
, j* 
, 
. . . 
The automobile firm 
ate need of it, the doctor said. t 
The report added that ll were movec* to its present 
found with diseased ears and 25 132 E ast Franklin street, 
diph- w ere found with hearing defec 


cently was reorganized. 
P resen t new officers are: 
Ned Harden, president and 
m anager; Tom Harden, v ice­ 
president and serv ice m an ag­ 
er; Budd 
H arden, 
secretary 
and treasurer; and Mrs. Budd 
H arden, 
a ssista n t 
secr ets ry- 
treasurer. 
Associated with H arden Chev. 
l a t e r ! role! are the following 
person­ 
a t i o n , ; Del: 
Accounting D epartm ent—Dale 


F C LeRoy and fam ily Sunday, of Canal W inchester, Mr. 
and ' 
ut..Hillville 
Mrs. R ichard Justus. Mrs. E tta 
Mrs John H am m il and son of Hoffman were the Sunday guests 
Cleveland, Miss M yra LeRoy of of Mr and M rs. T h urm an Helsel 
Ravenna, 
J a c k 
of 
Columbus, o{ G roveport. M rs. G race M ar-! 
shall retu rn ed hom e with her j 
denbrand, Ted 
Wolfe, 
Charles sister, Mrs. E tta Hoffm an a n d 
Haynes and M arion DeLong. 
‘visited until T hursday, 


, 
- , 
, 
, , 
- 
fill curves—if reducible excess fat 
T 
,pou 
bulky, un- doesn’t seem to disappear almost like 
sdxhtiy fat; rignt rn your own home, magic just return th eempty bottle to 
Make this recipe j ourself 
. s easy—, the manufacturer for your money 
no trouble at all and costs little It back. Note how quickly bloat dis- 
eor.tuns nothing harmful Just go to appears-how much better you feel. 
your druggist ann ask for four ounces More alive, youthful appearing and 
of liquid Rennel Concentrate. Pour t active. Insist on genuine Rennet 


READ THE HERALD CLASSIFIEDS 


A total of 45 w ere discovered 
to have d iseased or enlarged 
tonsils during the exam , while 
163 boys and girls had subm it­ 
ted to tonsil and adenoid sur­ 
gery. 
The 
doctor 
said 
that 
four 
youngsters were found to hhve 
heart ailm ents, none considered 
serious, while 27 were found to 
have skin eruptions. None of the 
youngsters was found to 
have 
perceptible 
luaig 
diseases, 
he 
added. 
More than half of the boys 
and girls who participated in the 


Original incorporation papers ^ e^ on^ ’ ™a n a 2e r * Joseph Ours 
listed 
the 
following 
officers; 
P a rts D epartm ent— L e l a n d 
Budd F H arden, R. E Steven-1 Dunkel. m anager, R obert Sam p­ 
son, ll 
A. Stevenson, M a u d e son* 
Stevenson 
and 
Fannie 
(M rs. 
Sa.es 
D epartm ent— R o b e r t 
Budd; Harden. 
Kibler. Dewey 
S peakm an 
and 
H arden and R 
E 
Stever^on ^ aJ‘re ‘^ Hatfield 
had been associated in Lancas- 


2 1 
R e l i e f e r s 


F a r r 
E \ i i i i o n 


exam ination 
had subm 
sm allpox 
vaccinations, 
bunn reported that 
221 
I sters have had the va cc. 


to 
ick- 
mg- 


COLUM Bt’S July 13—Russell 
„ WF w n j 
SEND a c 


C. Taylor, director of the Col urn- 
parents of each 
vol 
bus M etropolitan Housing Auth- who was found to have sor 
ority, plans today to file eviction order,” 
Blackburn 
said. 
suits tom orrow against 24 {ami- s'm n gly 
recom m end 
th, 
, 
parents see that the del 


The families, living in Colum- 
Data from the recent!' 
bus five federal 
housing 
pro- pitted exam s will be used 
jects, are to be 
charged 
with tablishir.z this y ear's P 
nonpaym ent of rent. 
County 
h e a l t h 
achier 
Taylor said 108 fam ilies on re- aw ards. One boy and oi 
lief who live in federal projects will be selected to repress 
have paid their July rent. CMHA county as the “ healthiest 
already has reduced the rental mg the Ohio State F air. 
for families on relief. The rent 
Final exam inations in 
w as dropped from $27.50 to $15 lection p rog ram are to be 
t eca 
• * 
rr •' 
paym ents bv 
doctor ir.d ne 
went into effect July I 
Aug. 19. 


ter in the automobile business, j 
H arden moved to Circleville in 
1928, took on the Chevrolet ag-, 
ency and set 
up 
the 
Harden- 
Stovenson Co 
* 
* 
• 


ON A PRIL 8, 1947, the H arden 
interests bought the m ajority of 
stock in the com pany with R. E. 
Stevenson 
retaining 
about 
20 
percent. 
Budd H arden 
g r a d u a l l y 
brought his two sons, Ne^ 
and 
Tom, actively into the company. 
Officer* under this setup 
in­ 
cluded R. E. Stevenson, 
presi­ 
dent; Ned 
H arden, 
vice-presi­ 
dent and m an a g e r; 
and 
Budd 


Sendee 
D ep artm en t — John 
Woods, 
forem an, 
B ill 
Im ler, j 
Paul Francis, Bill M etcalf, liar- | 
ry Turner, Ja c k Black, B ill Hil- I 


ALL POPULAR SIZES 
A N D CUT TO ORDER 


ANKROM LUMBER 


and SUPPLY, INC. 


W. Main St. 
Phone 237 


the 


LONDON. O. 
Rock of A ges 
M emorials 


P A 
I L 
V I . 
V A I G E R 


M 
E M 
O R I A L S T U D I O S 
E STA BL ISH ED 1914 
Rev. Clarence Swearingen 


CIRCLEVILLE 
DISTRICT M ANAGER 
W ILLIAM SPORT, OHIO 
PHONE 2£\ 


T H ER E IS NO S C B ST riT T E FOR FAIR DEALING** 


ROYA LU X 


l l I i V 
I 
A l IT C r 11 M f * " * 


L f 


* 
Skjd Protection, Blowout Protection. Life Protection 


never possible beme! 


I 
'‘.lev EVERLASTING WHITEWALLS! 


To maintain the spotless beauty of your tires. 


3 fists: PROTECTIVE CURBGUARD! 


To end all grinding curb scuff and abrasion. 


? : es • 25% SOFTER AND SAFER RIDE! 


Absorb the road in silence, at any speed, 


I . 
Flew U. S. NYLON UFE-TUBES! 


hor blowout protection never possible before. 


The lowest cost per safe mile in tire history I 


U N I T E D 
S T A T E S 
R U B B E R 
C O M P A N Y 


How do we mean 
OUTSELLING"? 


S e v e r before ut the memory of veteran 
tire men have new products auth ai the 
Mid-Century Roval Masters, Life-Tube* 
and Air Rides enjoyed lueh endless and 
argent public demand. They are the ‘ run­ 
away 
tires of the decade in every top 
quality market. S eve r before have the 
important factors of SklD-PROTEC* 
T IO N, 
B LO W O UT - P R O T E C T IO N 
A N D 
L IF E -P R O T E C T IO N 
reached 
anything like this new level of all- 
weather safety. That's why these Mid- 
Century products are outselling even- 
where in all the higher quality markets. 


Tire qualities and features 
never known before 


N ever before have you seen tires or 
tubes like these. Investigate them todav! 
Get complete proof demonstration be­ 
fore you buy. Get highest cash allo w - 
ances for your old tires and tubes. Get 
our easy credit terms if you desire them. 
All Fully Guaranteed. Priced os low as 
your life and safety permit. 


ASK FOR THEM ON THE NEXT CAR YOU BUY 
PUT THEM ON YOUR PRESENT CAR TODAY 
(For yoars to come I 


HARDEN-STEVENSON 
YATES BUICK 
CLIFTON MOTOR 
GIVEN OIL 
COMPANY 
COMPANY 
SALES 
COMPANY 


132 E. Franklin Si. PH. 522 
1220 S. Court Si. Phone 790 
TI9 S. Court St. 
Phone 50 
Main and Scioto 


MEATS 
rn i 
N M 
i l l # 


Banner Brand 
Bacon, Sliced 
Cojb* 
Cheese 
____ 


!b. 


lh 
5Sc 
39c 
Potato Salad 


Homemade 
Q Q 


lh .................... 
V I 3 


iii am 
- 
wa 
i i i i S i 
, 
8 i/oeer seers 


Home Baked 
Ham ....................... », lb. 
Ham s, A rm o u r’s Star 
Whole or Half 
. . lh. 


I ' * i i i * ' 
J iv . 
,J 
.. 
. .l u f f J J , 1 1 ; K 
§P*® «6iislliiSi«»*l 
CANNING 
SUPPLIES 


MASON CAPSiCerr . . . . dor. 26C 
PEN-JEL or Sure Jell 2 pkgs. 25C 
JAR RINGS 
do,. 6c 
MASON JARSkcit, p t. 79c, qt 89c 


A i 


MILK Eavev’i Green Pastures, t 
I 
a1 H fo 3 45c 


SALAD DRESSING <** s» ,.. . . . pt. 27c 


PEANUT BUHER , 5 S i , 
37c 


CHEESE FOOD IS L ™ .... 2 i ; f 69c 


DOG FOOD viking...... 4 cans29c 


PORK and Beans 
2Vi car 17c 


ICE TEA BLEND 
lh. pkg 49c 


/ 


SAMBO Choc. Dairy Drink 
3 can, 29c 


ISL. 
zip 


J I IL** >’ * l e 
i ** 
ti 
Awiwi 


^ f . m v 


■ ;f .if 
I 
i M me MS mn . 
a. Jim ten Mn tea te. 
Funk’s Food Market 


i p w i 
I 
WM 


Jto. WW wate •- 
12SS1IP1I 


^ 
A 
A 
k 
a 
l l l l l i l _____ 
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Classified Ad Rates 
Articles For Sale 
To order 
« clatsirtod ad just tele- 
phone 782 ¿ir.d u- 
lor an ad-taker 
She 
will 
qnuti 
rates and help you 
write 
jo u r ad 
You m ay m all vour ad to The 
C irclevtne Herald tf you prefer. 
W O R D R A T E 
Pe r word, one t 
< 'ion 
......... 
3o 
P e r word. 3 eor.secutiv« 
insertions 
^ 
Ac 
Per woid. b insertions 
......... 
10c 
M inim um charce. one time 
.. 
35c 
O bituaries 
$1 minim um 
• 
Cards of Than s f l 00 per insertion 
75 word 
m axim um on obituaries and 
rards of thanks 
Each additional word 
3 cents 
Meetings 
and 
Events $1.00 
per 
in­ 
sertion 
Publisher reserves the right to edit 
or reject all cla>s!fied advertising copy 
Ads ordered for mom 
than one time 
ant 
cancelled befo:« 
expiration w i l l 
only 
be 
charged 
for the numoer of 
tim e* the Pd appears and adiustments 
made at the 
rate earned 
Publishers 
reserve the right to cia'-sify ads under 
the appropriate headings 
Publishers are responsible 
tor only 
one incorrect insertion o* an ad Out of 
town advertising mus* bo cash with the 
order 
Classified ads must be in The Herald 
office before 2 30 p m. the day before 
publication. 


Real Estate For Sale 


Y O U R 
rug cleaning troubles w ill 
be 
over if you us« M agic Foam C leaner 
E a s y to use. Get it at: P e ttit’s. 


W H Y W O R R Y tf affected with any skin 
disease 
Ask 
about 
V-J-O at Circle- 
ville Rexall Drugs. 


Business Service 


A B E T T E R husking ob is assured with 
a Dearborn-Wood Bros. Corn P ick e r. 
A com bination of steel and rubber roll* 
treat the corn gently with less rasp­ 
ing. Tough corn is husked with no ex­ 
cessive action. Clean husked 
c o r n 
keeps 
better. Bo w ers T ractor 
Sales, 
114 S. Scioto St.. Phone 193. 


C A R W A SH 
C A P S S IN C L A IR S E R V IC E 
Phone 441 


T E L E V IS IO N 
a n d 
R ad i7 
service. 
Expert workm an­ 
ship. 
A l s o 
refrigerator, 
washer 
and 
fan 
service. 
Motor rewinding. 
BO Y D S 
Phone 745 
158 W. M ain St. 


Instruction 


U S. G O V T JO B S ! Start high as $66 34 
week. 
Q ualify 
N O W 
Thousands 
of 
opojpngs despite econ om y e f f o r t s . 
F R E E 40 page book shows jobs, sal 


Legal Notices 


Thursday, July 13, 195C 


L E G A L N O T IC E 
P R O B A T E C O U RT, 
P IC K \ WA \ 
C O U N T Y . O H IO 
F R E E 40 page book shows jobs, sal- 
P It h t w / ii 
u i i a i i , w n iu 
arles, sam ple tests 
W rite : 
R O X 1530 
M eeker Tervvilliger 
Executor of the 
c-o H erald 
* 
Estate < : Belle T G earhart. D ec’d. 


Personal 


O U R custom ers buy F in a Foam again 
and again. It d ean s rugs like new 
H arpster and Yost. 
*-■ —I »% ■» — 1 
M 
' Y V S W 
X IX 1 


W anted l o Rent 


4 TO 6 R O O M house with bath—young 
couple, no children. W rite box 1554 c-o 
H erald. 


12 O R 3 RO O M unfurnished apartm ent. 
adults. Phone 924J. 


For Rent 


6 ROOMS. BATH 
Furnace, full basement. 2 car garage. 
GEORGE C. 
BARNES 
113'j S. Court H - 
Ph. 63 and 390 


~FOR~SALE- OR LEASE 
MOTEL RESTAURANT 
One of the best located Drive Inn res­ 
taurants in Central Ohio, Located on 
F ed eral Route No. 23, North of Circle- 
vilie , South of Columbus This is a real 
opportunity. Pieni;, of business secured 
fi m heavy tr..ff c on Route No. 23 as 
w ell as from 18 unit modern Motel. 
DO N ALD H. W ATT, Realtor 
Phone 70 or 342 R 


B O R D E N 'S Ice Cream , candy, potato 
chips 
greeting cards at C ard 's. 


G O O D O H IO coal b f load or ton Phone 
773R. 


H O U SES R A IS E D AND M O V ED 
Foundations installed and repaired 
Ray Oldham Co. 
1322 
rown Kd. 
Cols. O 
Ph. JO 2380 


U N F U R N IS H E D bedroom, adults only 
334' 2 E . M ain St. 


I F U R N IS H E D sleeping room with bath. 
i Inq 
328 E . M ain St. 


F14 ON R U B B E R cultivator P T O $275 
Don Forquer. Ph 
76R22 A shville ex. 


F U L L L IN E 
LY M A N S P A IN T 
A n y color house paint during Ju ly $3.80. 
No M iddle Man 
F O B Job. 
S. C G R A N T 
126 E M ill. P . O Box 6 
Ph . 365J 


U S E D W A S H E R S - SI9.50 up. rebuilt 
and guaranteed 
Loveless E le c tric Co., 
156 W 
M ain 
Phone 408R. 


Ku. F IN IS H 
your 
floors 
yourself 
by 
using our floor sanaer ana w axer Also 
a 
va rie ty 
of quality 
Ooor 
finishes 
Kuchheisei Hardw are 


C H E S T E R H IL L 
Painting, spraying, rem oving and hang­ 
ing w allp ap er— by contract or hourly 
C A L L 4058 


F A R M F O R R E N T 
W ell located productive farm , 350 acres 
50-50 grain and live stock basis. W rite 
box 1548 c-o H erald. 


J 
ROOM 
h o u s e on 
acre 
grouna. 
smoke 
house, 
ga­ 
rage, good condition, wrrite 
Harrv Zimmerman, Atlanta. 


A Taste of Luxury 
B U R G E R 
B O H E M IA N 
B E E R 
Better brewed, longer aged, finer qual­ 
ity —B u y it in qt 
cans— 40c at 
P A L M 'S G R O ai d C A R R Y - O U T 
455 E Mam St. 
P L 156 


A N IC - L - L Y T E battery sells for only 
$14,96 yet it has m ore modern features 
than any other battery on the m a rk e t 
Gordon's. Mam and Scioto Sts 
Phone 
297. 


W O O D H E A L T H m ay be used lib erally 
in barns and poultry 
nouses without 
danger of injuring fowls or anim als. 
•'The C ircleville Lum bei Co Phone 269. 


Singer Sewing 
M achine Co. 
For Guaranteed Repairs On All 
Make Sewing Machines 
Phone 743-Y 


T E R M IT E C O N T RO L 


3 Y E A R guarantee 
For free Inspection 
and estim ate call or see R e v 
M 
R 
White, 35C E 
Mound or Phone 828Y 


R E N T — Sleeping Room for 
particular 
men 
only. Cen­ 
trally located. Phone 211. 


3 R O O M 
furnished apartm ent. 
Phone 
395 P 


W e 
lot 
arc 
of ' 
Ot 


J O E C H R IS T Y 
Plum bing ar.d Heating 
508 S 
Court 
Phone 889M 


L IS T your farms and city prop­ 
erty with us for 
prompt 
and 
courteous action. We have buy­ 
ers for all types of real estate. 
W. D. HEISKELL, Realtor 
Wm. D Heiskeli, Jr., Salesman 
Williamsport, Ohio 
Phones: Ofiic«: 27 
Residence 28 


Central Ohio Farm a 
City Properties 
* Percen i F arm Loans 
D O N A L D H 
W A T ! 
Realtor 
112 'Y N 
Court S t 
C ircleville 
Ohio 
Phone 70 and after 5 p m . 342R 


O N E COAT 
Beautiful color effect- with only 1 coat 
over wallpaper, pla.-ter, brick, cem ent, 
w allboard, woodwork and metal. E a s y 
to apply. 
BO Y D S INC. 
158 W . M ain 
Phone 745 


M A R L O W M IL K E R 
. elim inates the 
m ajor cause of m astitis. C. J . Sm ith, 
Kingston, Tel. 7735. 


You can buy for less at 
B A R T H E L M A S A U T O P A R T S 
E . Mound at P R R 
Phone 931 


E D H E L W A G E N 
P O N T IA C A G E N C Y 


V A C A T IO N 
M otor Tune-Up 


$3.95 plus parts 


E V A N S - M A R K L E Y 
M O T O R S, Inc. 
j 
Phone 686 to get ’em fixed 


H A U L IN G w anted— all kinds— any tim e, 
anyw here. 
M a rvin 
M yers, 
L o v e r s 
Lane. Ph. 773R. 


HOW P A R T IC U L A R A R E YO U 
A BO U T Y O U R C LO T H E S 
Com e in and see our wide selection of 
rich fabrics and attractive stv!es 
G E O R G E W L IT T L E T O N 


S L E E P I N G room for rent. 226 W alnut 
S t Phone 775. 


Business Service 


H A V E your old sewing m achine con­ 
verted 
Into table or 
portable model 
electric 
m achine— L o ie n ti 
G u lf 
Sta 
Opp 
Fairgrounds 
Phone 
0112. 


W A S H E R A N D A P P L IA N C E R E P aT r 
A ll M akes. W ork G uaranteed 
W IR IN G A N D S U P P L I E S 
L O V E L E S S E L E C T R IC 
156 W 
M ain St. 
hone 408-R 


~~WAT ER~W EL L~D RIL UNG~ 
Phone 70 William sport, ex. 
L IN K O U S B R O S 


B A R T H E L M A S S H E E T M E T A L 
A N D P L U M B IN G 
239 E 
M aui St 
Phone 121 


400 N 
Court S t 
Phone 843 


A D K IN S R E A L T Y 
Boh Ad-.ms 
salesm an 
Call 114, 565 
117V 
M asome Tem ple 


I A R V A N L C IT Y P R O P E R T Y 
4 Percem Farm Loans 
G E O R G F C 
B A R N E S 
Phone 63 


$1530 D O W N 
B U Y S a 6 rm brick house, bath, fur- 
na *e 
garage 
M onthly 
p a y m e n t s 
$37 58 
Total price $7300. 
G E O R G E C. B A R N E S 
113'a S. Court St. 
Phones 63 and 390 


Com plete service on any car 
24 houi w reckei service 
C L IF T O N 
M O T O R 
S A L E S 
Phone 50 


NO S C R U B , no rub 
Use Glaxo plastic 
type linoleum coating for a beautiful 
kitchen. H arpster and Yost. 


RIFE EQUIPMENT CO. 
Mmneapc iis-Moline Agents 
184 W. Main S t 
P h . 2 
Ashville 


G. L SCHIEAR 
P A C K A R D - W IL L Y S 
115 W att S t 
Phone 700 


Employment 
I 


W A N T E D —Man for grocery 
work, reference. Write Box 
1552, care of Herald. 


YO UN C, man wants w ork on G I ap­ 
proved farm . Must have house. W rite 
box 1551 c-o Herald. 


S U M M E R O N LY 
O R 
P E R M A N E N T 
National Publisher needs cir­ 
culation 
representative 
for 
central Ohio. Can use 3 men. 
$200 
monthly 
guaranteed. 
For further information, see 
George 
Sleght at 
Harmon 
Airport. Route 23. 6-7 p . m. 


BRUCE 
FLOOR CLEANER 
GOELLER PAINT STORE 
219 E. Mam St. 
Phone 546 


A U T O G LA SS 
Glass Furniture Tops 
GORDON’S 
Phones 297 end 30r 


Guaranteed 5 or 10 Years 
No 
mutilation 
or 
damage 
to 
property. 
For 
free 
inspection 
and estimate call— 
KOCHHEISER HARDWARE 
Phone 100 


Carpenter w ork— 
—G eneral M aintenance 
W E L L E R AND SON 
Phone 693 R 


TERMITES? 
P H O N E O R S E E — 


Harpster and Yost 
H ardw are 
107 E . Mam St.___________________P hone 136 


P U B L IC 


A U C T IO N 


Darbyville 


Saturday, July 15 


Starting 1 P. M. 


Plaintiff, 
vs 
M eeker i erw illiger, et al.. Defendants. 
No. 16050 
Ruth 
D thum. 
who 
reside« 
at 
789 
15th 
Boulder, Colorado; George 
E a r l T r 
llligcr, who reside* at 2927 
E a g le R 
k Boulevard, 
Los> 
Angeles, 
California, 
Grace Brow n, who resides 
at 2421 
l as t Speedway, Tuscon, 
A ri­ 
zona. 
W nght rcrw illig er, who resides 
at 507 
ast Channel Street, Stockton, 
C aliiori 
W ayne 
O llvei 
T erw illig er, 
whose r -.idence is unknown and Lulu 
D avis. 
use residence is unknown, will 
take n•Ik«- that 
M eeker 
T erw illig er, 
execut« 
of the estate of Belle T. G e a r­ 
hart, ri 
eased, on the 20th flay of Ju n e, 
1950, f i' 1 Ids petition in the Probate 
Court l 
::n <nid h r the County of P ic k ­ 
aw ay , 
d state of Ohio, allges that the 
person, 
estate oi said decedent is ta* 
suffich t to pay h< 
debts and 
t h e 
charg« 
of 
adm inistering 
her estate; 
that st 
died seized in fee sim ple of the 
foil*w i 
described real estate situated 
in the County of P ick a w a y, State of 
Ohio. 
1 City of C ircleville, and bound­ 
ed an 
described as follows, to-wit: 
On • ie Narth side of W att Street In 
sai 
City, and being thirty three (33) 
fee' and tv.o (2) inches off of the 
1 sale of the East one half of 
ium b«r one hundred thirty (130) 
rding to the revised num bering 
e lots of said C ity of C ircleville. 
and being the sam e prem ises 
w r 
h w ere conveyed to said Belle 
T 
G earh art by G race M . Ritz and 
C 
Ritr % y deed dated M arch 31. 
1! 7, which deed is recorded in Vol' 
95 
• page 283 of the Deed Records 
of Pick a w a y County. Ohio. 
Said grantors G ra ce Rttz et. 
al. ! 
are the owners of the whole of the 
e ,t one-half of said Lot No. 
130, 
tt 
e is .< dwelling now located on 
the western portion of said half lot 
herein conveyed and one on the east­ 
ern part of said 
lot which is re- ! 
tan ed bv the grantors, both of said 
dwellings front on Watt Street, 
the 
space between said two dwellings is 
seven feet and four inches; ¡t is the 
agreeniei t of the p a iL e s to this con­ 
veyance 
that 
the dividing 
line 
be- 
tween the pren i c. herein conveyed, 
and the part of said half lot which 
is regained by grantors, be. and said 
dividing line h eieby is fixed and lo- 1 
cat« «i 
m idw ay 
between 
said 
t w o 
dwellings, that 
is 
three 
feet 
a n d ' 
eight 
inches 
from 
each 
of 
said 
du ellings. 
Said property located at 162 W att 
Street. 
The p rayer of said petition Is for the 
sale of said prem ises fcr the purpose 
of the paym ent cf the debt* and charges 
aforesaid in said estate. The persons 
first above m entioned w ill further take 
no- 
e that they have each and all been 
, mad« parties defendant to said petition 
aid that they a ie required to answer 
j the sam e on or before the 19th day of 
August. 1950. 
Signed; M eeker T erw illig er 
Ex ecutor of the Estate of 
I 
B e lle T 
G earh art, d eed 
June 22. 29, Ju ly 6, 
13, 20. 27. 1950 


SALLY'S SALLIES 
U. S. PttHi OS««. 


’Hasn’t this horrid ol’ cold war upped office salaries yet?” 


P R O B A T E C O U R T N O T IC E 
All interested pa rues are hereby noti­ 
fied that the following nam ed A dm in­ 
istrators. Executor and G uardian have 
filed 
their 
inventories 
and 
appraise- 
ments, and inventory without appraise­ 
ment, 
in the 
Probate Court of Pick- 
aw ay County. Ohio 
1. W . T. Herron. A dm inistrator of the 
e :a?e o? J . S. Herron, deceased. In ­ 
ventory and appraisem ent. 
2 
Line! L 
R eoic 
A d m in istratrix of 
the estate of W tkia 
M . 
Renick, 
de­ 
ceased 
Invent-r> arts appraisem ent. 
3 
I .orence Radabaugh. Ex ecu trix of 
tne estate of B . 
F . 
Radabaugh. 
de­ 
ceased. In ven to ry and appraisem ent. 
4 
Jo h n H 
Dunlap J r . G uardian of 
F.ora Dunlap, an incom petent person. 
Inventory •• ithout a pp. raise meat 
And that - a: I inventories w ill be for 
hearing before this Probate Court on 


D E P E N D A B L E housekeeper wanted to 
care for children while mother work« 
— room, hoard and salary. W rite box 
1553 c-o Herald. 


W an ted To Buy 


C O R N 
ville « 
wheat. P f 
homes Hoc 
one 1812 Laurel- 
km an. 


U S E D F U R N IT U R E 
W E A V E R 
F U R N IT U R E 
159 W 
M ain 
Phon« 210 


G O O D yellow corn wanted—w ill pay a 
prem ium and allow 17 percent mois­ 
ture 
I 
vd R«-!tertn»r and Son Kings­ 
ton— Phone 7999 


W A T E R H E A T E R S 
Automatic 
G a s —O il— E le ct r ic i ty 
C ircleville Iron and M etal Co. 
Phone 3-L 


JO H N ST O N ’S 
O N C E - O V E R P A IN T 
C ircleville’s Fastest Selling 
Paint 
G R IF F IT H 
F L O O R C O V E R IN G 


V, 7 * , ‘ - uu r'TODaie court on 
2 bedroom suites, complete; itonday, j 
31. 1950. at 9 « clock a m 
exception* to 
said inventories, if anv 
3-piece living room suite; z- must be filed herein on or before Julv 
■...... .. 
' — ---- 
■ ■ 
. 
25 
1950 
C E S S P O O L and vaults cleaned 
Phone piece m a p l e Suite; G E Ironer;! 
W itness m v hand and the sea! of said 
l 16..Aihv‘u« .” - 
--------------- Universal electric range; Frig- 5g>*“ 
«’'■ «*■> <«.y 0« July. 
L IG H T N IN G 
Rods 
Installed 
Floyd 
. , 
. 
u 
». a 
, 
i 
G E O R G f n v m r v n 
Desn 317 E 
H igh St 
Phone «79. 
i d a i r e ; 
R a d lO S ; 
M o n a r c h 
COO I 
P r o b r e J idge 


SEW ER AND DRAIN SERVICE heater; Hotpcmt washer; Em-i Jul n' 
______ 
‘K S T iL * n,1v.',,£ £ !.l.0"i,5 £ ; erson TV *«*•• D'*h*s; Rugs; 
n o t i c e or a p p o w t m e m 


l other m i*ee"oneou* household 
« o«,,'!1w.’SSd.«. b k , . . wi 


■» — 
nr-u-uunj 
articles. 


Articles For Sale 


E L E C T R IC sandwich 
grill. 
C andy Shop. Phone 276 
M ad er’s 


New and Used 
S P R IN G S 
For Most All Cars 
C IR C L E V IL L E IR O N and 
M E T A L CO. 
Phone 3R 


Financial 


103as ” to purchase live- 
•to* it, 
machinery, 
seed 
arid 
operat 
tag—-low inter« st rate So* Don C 
Pr<»dudion Credi 
Masonic B dg 
lump, 


B U S IN E SS 


d i r e c t o r y 


A 
Oetaileu 
Keri-reac« 
to 
Bastnes» 
FacUitie» of Circievuj« 


A U T O W R E C K E R S 


B A R T H K 
E 
Mot 
A S A U TO P A R T S 
~ * T R J T 
Phon« 931 


D A IR Y P R O D U C T S D E A L E R S 


Phone 28 


P H IL G A S 
B O T T LE - G A S 
Large Installation 
$18.50 
D U R O T H E R M 
Gas and O il Stoves 
BOB LITTER’S 
FUEL b HEATING CO. 
163 W. Mam SL 
Phone 821 


N E W and U S E D 


Typewriters 


All Makes from 
# » JE i\f\ 
£X 
* 
iMJ.uu up— Service on 
All Makes 


PAUL A. JOHNSON 


Office Equipment— Phone 110 


F O B 
S A L E - Slightly used 
Massey H arris combine with 
motor and tandem wheels— 
Phone 1831. 


D IN E T T E set, table, 4 chairs 
M ad er’» 
Candy Shop. Phone 276. 


G E 
R E F R IG E R A T O R ^ 
table-top 
gas 
range, good condition. Ph. 772R. 


H O R S E — good, genera! 
purpose, 
farm 
L e q a l 
N 
o t i c e s 
horse. 
W . M . 
Ham ilton. 
Rt 
1, 
M t 
f . __________ 


Notice is hereby given that M 
M a r 
caret C a rd wnose Post Office address 
; is C ircleville . Ohio, has been duly ap- 
ka 
c l 
^ pointed 
A d m in istratrix De Bnnis Non 
M ach in e 
Shop 
equipm ent with the wm Annexed of the Fuat»©? 


including 
m illing 
m achine, c<-mnn 
onioi^efca ed e tf i>lckaway 


electric and acetelyn welding 
Du,efi (-\To r g e d ’ y o u n g0*’ 1930 


equipm ent 
and 
sm all 
tools. 
rt 
Sm all 4 wheel tractor. 


Clayton Prichard 


Ju n 29. Ju l 6. 13 


So jk o lslc^ l^ s ^ 
These Days 


(Continued from P age Six) 
rom the 
experience 
of 
a 
hundred 
years, 
including 
the 
Congress oi 
Vienna 
and 
Ver­ 
sailles we said to obtain lasting 
peace that political peace with 
the enemy states must be made 
first; that a period of two 
or 
three years 
should 
elapse 
for 
emotions to cool. We stated the 


nature of 
political 
settlements, 
when men’s passions had 
abat­ 
ed, 
from 
which 
the 
dragon’s 
teeth could not spring. We 
as­ 
serted that thought 
must 
have 


time to ripen and that the atti­ 
tude of great nations, including 
Communist Russia, 
m u s t be­ 
come clear before an 
adequate 
world « rganization 
c o u l d 
be 
built. But 
the 
United 
Nations 
was 
handicapped 
by 
b e i n g 
launched into a 
morass 
where 
there was no peace to preserve.” 
Their counsel 
was 
rejected. 
Roosevelt, Churchill 
and Stalin 
wanted 
a 
world 
organ, zation 
fast, because possibly each fear­ 
ed that if there were any delay, 
no world 
organization w o u l d 
come into being. 


Certainly, it was a mistake to 
launch the United Nations before 
the peace had been found. It cer­ 
tainly 
should 
not 
have 
been 
launched qnder such auspices as 
existed in San Francisco, 
with 
Alger Hiss as the directing mind. 
Yet, 
all 
these 
errors 
were 
made and Herbert 
Hoover 
has 
outlived his friend, W illiam 
Al­ 
len White, to speak an oration in 
his memory, and to tell of how 
an older generation sought to set 
the right course based on exper­ 
ience— a course 
which, 
to 
our 
misfortune, was rejected. 


The are of metal weaving, such 
as 
mesh 
screens, 
has 
been 
known since as far back as 3745 
B. C. 


Sterling 


Y O U N G m ale hog and 9 weanling pig*. 
A lbert Frazier. Rt. 159 between Leist- 
v ille and Tarlton. 


C A R B O L A W IT H L IN D A N E 
Pain t* white— kills germ *, fills flies, lice 
and fleas 
S T E E L E P R O D U C E CO 
135 E 
Fran k lin St. 
P h 
372 


P R O B A T E C O U R T N O T IC E 
Ail interested parties are hereby noti­ 
fied that the following nam ed Admin* 
: istrator and G uardians have filed their 
... 
. 
* 
, , 
, 
' 
, 
«’[i m » i 
aouui o- 
tanaa or M a ry 
, statem ent in lieu of final account, and 
short and on w<*st ar ri Mnrthl J ? h i 
I 
c ° “ n •< 
u n T o « * H o b .r t V n ? 


I 
I 
Lone, Noble 
Adm ! , , „ r . . o r ot f t . 
J ? 
ate of A lice Noble, deceased 
State* | qown) in Jackso n D istrict in C ircleville 


L E G A L N O T IC E 
S A L E O F R E A L E S T A T E 
The following described property be­ 
longing Lo P ic k a w a y County will be sold 
at public auction at the Court House 
in C irclev ille . Ohio, on M onday. Ju ly 31 
1950 at 2 
O 'Clock P 
M , Ohio .Man' 
---------- 
dard Time 
D E S C R IP T IO N 
. 
i 
I 
* 
Descr ,pti- -, of Pi, 
< -unty Land 
L e Q a l 
N O t l C e S 
(partially 
occupied 
by 
Old 
Gravel i 
* _________ 
Bank) located « .»st of Circleville-Com- 
mercia! Point Road No 4 and bounded 
on east and south by lands of M ary 


G O O D used 7 ft 
Leonard refrigerator; 
good used Apex w ash«r— priced to sell, 
both good 
Blu e Furniture 
Phone 105. 


S U M M E R C H IC K S 
Fro m our beat flocks 
C R O M A N S P O U L T R Y F A R M S 
Phone 1834 


ment in lieu of final account. 
2 
E 
A 
Sm ith. GuiM dian of Lero y 
Thompson, an incom petent 
p e r s o n 
T w elfth partial account. 
3 F- A Sm ith. G uardian of H arle y W 


Township, 
Beginning at a large Iron Stake (X- 
Be a m ) Northeast coin er to H obait and 
Goldie A m an n ’s 2.835 A cre tract, from 
which an Iron stake (the southwest cor- 
, , 
• 
t 
: 
’ . 
w m in mi n u n ^«a«-.«* «im- souuiwest cor- 
Darti ai a r c n L n ? ^ 
^ 
ner ,n 3 M A c r* lot Purchased from 
i 
tr 
c 
,u 
r- 
m ... ... 
Theodore ( arie by P ic k a w a y Commi*- 
4 
E 
A 
Sm ith. G uardian of W illiam 
#lnncrs Ju lv 6 
^ 
recorded u L V o l 
mnrm.nata«» 
j, jf^ 


H E R E F O R D STO C K 
C A T T L E 
Larg e am ount on hand at all tunes 
B O W L IN G A N D M A R S H A L ! 
V« nriile South Corp’n 
Ph 
1816 


j Fo w le r, an incom petent per 
partial accou-t. 
S E A . Sm ith 
G uardian of M artin 
! Van Buren G re y, an incom petent per- 
aor 
Fits»t partial account 
And that said accounts w ill be for 
I hearing and settlem ent before this Pro* 
! bate Court on M onday. Ju ly 24 
1950, at 
1 9 o’clock a 
m 
Exceptions to said ac* 
i counts, if any. must be filed herein on 
or before Ju ly 1. 1950 
USED CARS 


f i , 
T 
D 
I 
\ C \ / Q 
. P rVY a nt ? c S u r '" T h u ;,^ n d h*d'M o t° Ju n e ’ 
Iron sVake k lT ik in g ^ b e 's o lìh 
O f 
I 
lh!* 
' J 
of Ju n ®- 
west C orn er of 3 00 A cre G ra v e l Bank 


106, page 261 of P ic k a w a y County Deed 
of Records, bears N 61 deg 
54’35” E. 
52 02 feet distant. 
Thence w ith the east line of Am ann's 
extended N 
16 deg 
09' W. 5 16 feet to 
a p«unt in the south easem ent 'R o a d ­ 
w a y) line to County G ra v e l Rank pur­ 
chased from Theodore Carle. 
Thence with the south «-asement line 
S. 
89 
27' 
E 
(passing 
20 
ft. 
to 
the 
ught of. « rd at a right angle to this 


✓ IC K A W A Y 
D A IR Y ASSN 
P ic k a w a y Butter 


E L E C T R IC A P P L IA N C E S 


hone 21« 


P E T T T P * 
130 S 
Court S t 


L O C K E R P L A N T 


C IR C L E V I L L E F A S ’! F R E E Z E 
P . J 
G riffin ow ner operator 
161 E d .son Ave 
Phon« 133 


M O V l.su 


C I R fJ L L V I L L E T R A N S I E H CO 
227 F 
Mr, ti na e* 
'TY' 
Phon« I l f 


E E T A IU L U M B E R O ÏÂ l e R s~ 


G R C L E V I L L E L U M B E R - CO “ 
150 Edison Ave 
Pnon« 289 


V L I ! H IN A R I ANS 


D R 
C 
W 
C R Û M L E Y 
P s ; U o s p iu i—l.oajrding 
P h a re 4. AshviUe. 
Po rta nia X-tay 


D R 
F L O Y U P 
D U N L A P 
454 H 
Court St 
Phon« 81» 


D R 
P A U L t 
f E N S T E P M A K E R 
P h i «• 2. W Uliam sporA Ohio 


O R 
E 
W 
H E D G E S 
P e t H ospital— u ardine 
910 N Court S t 
Phon« 229 


JH 
W E L L S M. W lL S O Jf 
rb G û ê 1535 
R t L 
C U cievu ie 


Ready Mixed 
Concrete 
Concrete Blocks 
Brick and Tile 
T ruse on Steel Windows 


Basement Sash 
Allied Building Materials 
Drain Tile 
Plaster 
B A S IC 
Construction M aterials 
K Corwin St._________ Phone 461 
See Us for 


CONCRETI or CINDER 


BLOCKS 


ASBESTOS SIDING 


ROCKWOOL INSULATION 


ASPHALT ROOFING 


SHINGLES 


BUILDERS HARDWARE 
PLYWOOD — PAINTS 


McAfee Lumber 


Company 


Priorie l4oi 
Kingston, Ohio 


The Harden-Stevenson Ca 
Your Chevrolet Dealer Since 192* 
13* E . Fran k lin 
Phone 523 


^AGRICULTURAL LIm F 


ANALYSIS FEHTILlZEFtS & 
SUPERPHOSPHATES 
B «. 
»r B u lk — D e livcrea and Spread 
DRILL TYPE SPREADERS 
W E GIBSON & SON 


Phone 1743 or 1741 


Immediate Delivery 
AM ERICAN STEEL 
FENCING 
F E E D S 
and 
S U P P L E M E N T S 
KINGSTON FARMERS 
EXCHANGE 
Kingston, o 
- Phone n il 


1950 
G E O R G E D Y O U N G . 
Probate Judge, 
Ju n 22. 29. Ju ly 6. 13 


P R O B A T E C O U R T MO T IC E 
A!! interested parties, are hereby noti­ 
fied that the following nam ed A dm in­ 
istrator and F Ke«’utric«-:s have filed their 
accounts in the Probate Court of P ic k ­ 
aw ay County, Ohio; 
1 
F.dward 
H u L e 
Adminifc*rator 
of 
the estate of M am e Hulse, deceased 
Third and final account. 
2 Ida M 
Cooley and G arnet Gooley, 
Ex e cu trices of th* estate of Thom as C 
Goolev, deceased 
Fin a l account 


at 46.99 feet i 297 87 feet to an iron pipe 
on the north 
side of a corner fence 
post the north west corner of 1 25 A cre 
Lot of M a ry Short. 
Thence w ith the West line of M a ry 
Short's I 25 A cre T ract S 
20 deg 
38' 
E 288 35 feet to an angle iron stake in 
M a ry Sh o rt’* ling* 
TTiance with M a ry Short'« line S 
51 
deg 
06' W . 84 13 feet to an iron pin. 
Th«-nce with another line of M a r y 
Short s .41 deg 00' W 480.46 feet (pabS- 
tag an iron pin at 385 7 feeti to center 
lint of 1950 relocation 
of 
Circleville- 
C om m ercial Point Road No 4, at center 
line Sta. 53 plus 98 75. 
Thence w ith the chord of an 8 deg 


P R O B A T E C O U R T N O T IC E 
A ll interested parties are hereby noti­ 
fied that the following 
nam ed 
E x e c ­ 
utors. G uardians and Trustee, 
h a v e 
filed their 
accounts 
in 
the 
Probate 
Court of P ic k a w a y County, Ohio; 
1 
E a rl Stout, Executor of the estate 
of M innie F, Knight, deceased. 
F irs t 
and final account. 
2. G arnet Gooley. Ex ecu trix of the es­ 
tate of Lau ra Morgan Ruble, deceased. 
F in a l account 
3 
C. 
E 
H ill, G u aid ian of Ja c k W . 
M ills. George Winton M ills and Jennie 
I.«-e M ills, m inors. Fifth 
P a rtia l 
A c­ 
count 
4 
E 
A 
Sm ith. G uardian of Newton 
Iin le r, an incompetent person. F i r s t 
and final account. 
5 
George W . H 
Tow ers. Trustee un­ 
der the W ill of Ja co b H. Heffner, de­ 
ceased. First partial account. 
fl. George W, H 
Towers. Trustee un­ 
der the W ill of Jaco b H. Heffner, de- 
cea id 
Second partial account. 
And that said accounts w ill be for 
hearing and settlem ent before this Pro- 
bate ( ¡urt on Monday. August 14, 1950. 
at 9 o'clock a. m. Exceptions to said 
accounts, if any. must be filed herein 
on or before August 8, 1950. 
Witness m y hand and the seal of said 
Probate Court, this 13th day of Ju ly , 
1950, 
G E O R G E D 
Y O U N G , 
Probate Judge 
Ju l 13, 20 27. Aug. 3. 


A rd M at ««id accounts w ill be for 
The no* w l t a » * c h m « K i l l deg 
hearing and settlem ent befor« this Pro- 
cuf * f 
f 
V* 
L 
bate Court on M onday. Ju ly 31, 1950, ■ 
<‘,.t ® 
' # 
. , L 
« L i u l 
at 9 nViftpl* 
a 
rn 
SOUth 
line 
Of 
HO ’«lit 
ai.ti 
Goldie 
Exceptions to said 
‘ ‘tath 
Ime 
of 
Am ann s 2 h.i5 A cre ti.ict 
at 9 o’clock a. m 


‘ n 
T 
Í H 
o 
l ''u V £ “ 
! » & “ M 
" * n m 
n *« 
W it n ... , „ j hanrt a'nd Ih , M a l ol . . I d 
« « » " , ' " t 1 
. " ¡ ¡ J í “ 
P n b a t . Court. „ . 2Sth day ol Ju n ,. 
i C ¿outh c ú t c J Ü L ? % 


N E W F A R M 
E Q U IP M E N T 


Now In Season 
TRACTOR MOWERS 
7 Foot 
HAY RAKES 
Side Delivery 
GLEANER COMBINES 
6 Foot 
— NOW AVAILABLE— 
Farm Bureau Store 


1950 
G E O R G E U 
Y O U N G , 
Probate Judge 
Ju n 29, Ju ly fl| 13, 20. 


N O T IC E Is hereby given that applies 
lion has been made to the Pu b lic U til 
itie* Com m ission of Ohio by The Penn 
j sylvan ia R ailro ad Com pany for author 


Am ann 
Thenc* w ith A m ann’s ea-,t line N 
16 
deg 
99’ W . 513 47 feet t«« the beginning 
containing 2 978 acre* of land more or 
less. 
Tha above dencubed property 1s lo­ 
cale«! in the S E Q u arter of Fractio n al 
Se« tion N«», 3. Townahip 4. 
Range 22 
Township. P ick a w a y Coun- 


P R O B A T E C O U R T N O T IC E 
A il interested parties are hereby notl* 
fied that the following nam ed Executor 
has filed his inventory and appraise­ 
ment in the Probate Court of Pick a w a y 
County, Ohio; 
1 
Arthur L. W ilder. Executor of the 
•state of M ary E m ily W ilder, deceased. 
And that said inventory w ill be for 
hearing before this Prob ate Court on 
Monday, Ju ly 24. 1950. at 9 o’clock a. m. 
Exceptions to said inventory, 
if any. 
must be filed herein on or before Ju ly 
18. 1950 
Witness m y hand and the seal of said 
Probate Court, 
this 6th day of Ju ly , 
1950. 
G E O R G E D Y O U N G . 
Probate Judge. 
Ju ! 6, 13. 


W . M o u n d S t , 


tty to discontinue its non-agency freight I ta C Trcievill« 
I elation 
at 
Kinderhook. 
D eer 
Creek i ty, Ohio 
Township, F ic k iW d y County, Ohio, und 1 
S«$id s&ic i i suthoi 
puisuunt 
to 
that said application is on file in the 
resolution —passed 
by 
me 
Board 
of 
office of the Pu b lic U tilities Comm ie* 
County Com m iastoners 
of Iic k a w a y on 
aion of Ohio at Do« ket N«« 
21.618. 
Ju n e 19, 
1950 under 
the provision 
of 
A public hearing upon this application 
G eneral Code let*. 2447 and A »47-1 and 
w ill be held 
'' * 
*J 
— 
mission, 65 
bus. Ohm 
^ 
_ wi 
|;3<J P . M , Ea s te in Standard Tim e. 
Ibid». 
, „ 
. . . 
i 
T H E P E N N S Y L V A N IA R A IL R O A D j 
B y ordci the Bo ard of County Com- . 
C O M P A N Y 
m issioners of P ic k * w a y County, Ohio. , 
B y : C. W . T Y L E R 
1 
Fre d Tipton. C lerk 
jperm tendent 
| 
and County Auditor 
Ju n 29. Ju ly «. 1«K 
’ 


c hearing upon this application 
G eneral Cone ^ec. 
*« ' ««••«i «««• * 
mn» 
rid at the «.flues» of the Com- ! will be sold to the ingnesi blddei 
The 
55 Kouth Fio n t Street. Colum- Board 
of 
County com m issioners 
re* 
. on M onday, Ju ly 31, 1950. at serve the right to reject any and all 
r 
ir . 
__mii 
< u ia. 


P h o n e 834 
Ju n 29, Ju i 6,‘ u , 20 


P R O B A T R C fiU R T N O T IC E 
All inteiested parties are hereby noti­ 
fied that the following nam ed Executor 
has filed his account in the Probate 
Court of P ic k a w a y County, Ohio: 
1 
Oi lev E . Ju d y, Executor of the es­ 
tate of O m er E . Ju d y, deceased. First 
and final account, 
And 
that 
said 
account 
w ill 
b* 
for 
hearing and setil«rnent before this P ro ­ 
bate Court on Monday, August 7, 1950, 
at 9 o’clock a m. Exceptions to said ac­ 
count, if any, must be filed herein on 
or before August 1, I960 
W itness m y hand and the seal of said 
Probata Court, thta 6th day of Ju ly , 1950 
G E O R G P. D Y O U N G , 
Probate Judge. 
Ju l 8, 13, 20, 27. 


Kenton Hires 
New (wvid Pilot 


K EN T O N , Ju ly 13— Robert V. 
White, 28-year-old Martins Ferry 
athletic 
instructor, 
has 
been 
named head football 
coach 
at 
Kenton high school. 
A graduate of Bethany Col­ 
lege, W Va., White has been as­ 
sistant football and basketball 
coach at Martins Ferry 
h i g h 
school for two years. He 
suc­ 
ceeds Robert Ruffing 
who re­ 
signed after one year’s coaching 
to take a job as assistant foot­ 
ball coach at Bexley high school. 


Marietta Again 
Gets Nod For 
Rowing Regatta 


ITH A CA , 
N. 
Y., 
Ju ly 
13-x 
M arietta, Ohio, w ill get another 
chance to stage the annual In­ 
tercollegiate Rowing Association 
regatta under the “ ideal condi­ 
tions” it promised, but couldn’t 
deliver. 


The IR A board 
of stew-ards 
voted yesterday to return the re­ 
gatta to the Ohio river city in 
1951, maintaining it was “ t h c 
sportsmanlike thing to give Mai| 
ietta another chance.” The event 
will be held June 16. 


A flash flood-such as had not 
occurred for 40 years previously 
forced the varsity and junior 
varsity races to be shortened 
this year and sent logs and other 
debris swirling down the muddy 
river. 


Five 
other 
cities 
including 
Poughkeepsie, N. Y., site of th 
regatta prior to this year, had 
bid for the 1951 classic. Other 
invitations 
wf e re 
considered 
Wash., 
Syracuse and Geneva, 
N Y., and Chicago. 


Stock Broker 
Beaten To Death 
in Maine Home 


SA N FO R D . Me., Ju ly 13 — A 
well-to-do stock broker was am­ 
bushed and beaten to death yes­ 
terday in his home 
by 
killers 
who 
apparently 
tortured 
him 
into opening a w all safe and then 
murdered him. 


The victim was 
Herman 
H. 
Jo y, 55, only five feet, one inch 
tall. 


Jo y stepped into the ambush 
in the study of his home on his 
return from 
a 
small 
variety 
store which he operated for his 
G I son-in-law now 
studying 
in 
Arizona, 


His body was found by his son, 
Leonard, 22. who had been in the 
store wnth him and who follow­ 
ed him home about 10 minutes 
later. 


Leonard summoned police and 
road blocks were set up for 10 
miles in all directions within a 
matter of minutes. 
The exact number of killers 
was not known. 
However. 
Jo y 
had been given a special polica 
guard for the last two months 
because strange men had follow­ 
ed him home from the store on 
several occasions. 
Police 
said 
Jo y usually placed the store re­ 
ceipts in the bank before going 
home. 


|13 Top-Ranking 
I Pacers Entered 
In $5,000 Test 


CHICAGO, Ju ly 13 — Thirteen 
top-ranking pacers will open the 
Chicago Downs Association’s 43- 
night harness meeting at Sports­ 
man's Park here tomorrow night 
in the featured $5,000 Siskiyou 
Farm Pace. 


The nominees 
include Edgar 
Leonard’s Tempered Volo, Day * 
id G ulley’s Purdue Hal, Jordan^ 
Farm s’ Mark Hanna and E. P. 
Wagner’s Theodor« \s 
First, all 
consistent winners at thf* cur­ 
rent Maywood Park meeting. 
Others on the eligible list are 
Dottit Direct and Mr. Erla, who 
have been performing in Louis, 
ville, and Guest Star and Lucille 
Star, newcomers from the Cali­ 
fornia circuit. 
- 


Eattern Gratton. Zarrs Zarm 
Handbook, John Lf'e and B a y 
Prince complete the list of nom­ 
inees for the divided pacing fea­ 
ture. The first heat will be r in 
at one mile, the secor. i at a mile 
and one sixteenth. 


Luxury Liner 
Goes Aground 


Q U E B E C . Ju ly 13—An 
effort 


will be made today to refloat the 
20.000-ton luxury liner Franconia 
which ran aground last night on 
the Island of Orleans :n the St. 


Lawrence river. 
The Franconia, 
carrying 
800 
passengers, lifted its bow out of 
the water four miles north 
of 
Quebec City enroute 
to 
Liver­ 
pool. 
The Cunard Liner’s bow was 
badly twisted. Two ferry boats 
and a Canadian government ice 
breaker 
evacuated 
passengers 
during the night. 


Short Brothers 
File Entries For 
Harness Meets 


Regardless of how many Pick­ 
away County harness horses h:s 
brother, Harry, picks up 
ar.d 
moves on to thf hia time. For­ 
rest Short of Circleville still has 
“ one left.” 
This year, that "one” is Ld , 
Boy, scheduled to show in th*1' 
coming Pickaw ay Fair. 
But 
Lils 
Bo> 
will 
make 
a 
maiden start at Hill.ards Race­ 
way Thursday night. He 
h a s 
been entered in a $400 maiden 
pace, the 
third 
event on the 
eight-rac*1 card. 
In Paim sville, Jungle Drums, 
star of the H arry Short Stable, 
makes its debut at the Paine« 
ville Raceway Thursday night u. 
the feature classiLed pace at a 
mile. 


Jackie Welsh 
(Juils Penn Staff 


P H IL A D E L P H IA . 
Ju ly 
13 — 
John M. (Ja ck ie) Welsh Jr. has 
submitted 
his 
resignation 
a \ 
backfield coach of the Univer*' 
sity 
of 
Pennsylvania 
football 
team to take effect Aug 
1. 
Welsh said yesterday that he 
planned to join a 
Philadelphia 
firm for promotional and sales 
work. A former Penn 
football, 
basketball and track star, Welsh 
joined the coaching staff in an- 
uary, 1946 after his release from 
naval service. 


Mediators' Due 
To Start Talks 


CHICAGO , Ju ly 13 — Federal 
mediators are scheduled to re­ 
turn to 
Chicago 
tomorrow 
to 
renegotiate a wage-hour dispute 
which threatened to pull 250,000 
rail workers off their jobs. 


The Brotherhood of Railroad 
Trainmen and the Order of R ail­ 
way Conductors, legally free to 
strike Saturday at the end of a 
30-day "cooling off period,” in­ 
definitely delayed walkout plans 
last night and asked the nation’s 
carriers to settle their 
dispute 
through negotiations. 


Junior Legion 
Book» Battle 


Circleville 
Junior 
American 
Legion baseball team will meet 
Holy Rosary of Columbus at 5:30 
p. m. Thursday in Ted Lewis 
Park 
The local Legion junior team 
to date has won four matches it Ju 
seven starts. It has eight more 
games on tap this season. 
Next game scheduled 
follow­ 
ing Thursday’s tilt is an encoun­ 
ter in Columbus Southview Park 
at 2 p. m. Sunday against South­ 
way Post juniors. 


Propellers may not go out with 
the advent of jet planes. At 
400 
miles an hour and 20,000 feet al­ 
titude, the jet is only 40 percent 
effective, compared to 92 percent 
for the propeUer. 
[ 


D E A I I S T O C K 


Casb Paid o* tin Spot 


H o rs e s 
$2.50 eoch 
C o t t le 
$2.50 each 


Ail according to size and condition 


Calves, Hogs and Sbeep Also 
Rem oved 


DARLING & COMPANY 
Phone Collect To 
Circleville 31 
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Classified Ad Rates 
To ordei 
a cla&'if'ed ad Just tele­ 
phone ~H2 and as 
foi an ad-taker She 
ll quote Jatos and help you write 


Articles For Sale 
Business Service 


YOUR rug cleaning troubles will be 
over if you usa M afic Foam Cleaner 
your ad You may mail your ad to The 
Circleville Herald if you prefer. 
WORD RATE 
Per word, one insertion 
.......... 
3c 
Per word. 3 consecutive 
in se rtio n s 
«✓ 
P er word, b insertions 
Minimum charge, one time 
Obituaries 
$1 minimum 
• 
Cards of Than! s $1 OO pet insertion 
73 word maximum on obituaries and 
cards of thanks 
Each additional word 
3 cents 
Meetings and Events HOO per in 
sertion 
Publisher reserves the right to edit 
or reject all classified advertising copy 
Ads ordered for m e r' than one time 
ant’ cancelled before expiration w I l l i ---------------------- 
• 
— 
— 
only 
be 
charged 
for the number of I GOOD OHIO coal b f load or ton Phone 
time* the ed appears and adiustments J 773R. 
m ade at the rate earned 
Publishers I - — -- — — 
———------ ------- 
1 
reserve the right to classify ads under . F14 ON RUBBER, cultivator PTO $275 
the appropriate headings 
Don Forquer. P h 
76R22 Ashville ex. 
P u b lish ers a re responsible 
tor only I 
.. . . 
■ 
■ 
1 - 
one incorrect insertion o* an ad Out of J 
FULL LINE 
town advertising mus* be cash with the J 
LYMANS PAINT 
Any color house pan t during July $3.80. 
No Middle Man 
FOB Job. 
S. C GRANT 
126 E Mill. P O Box 6 
Ph. 365J 


Easy to use. Get it at: P ettit’!. 


WHY WORRY if affected with any skin 
disease 
Ask about V’-J-O at Circle- 
^ 
Ville Rexall Drugs 
10c 
35c j A BETTER husking mb is assured with 
a Dearborn-Wood Bros. Corn Picker. 
A combination of steel and rubber rolls 
treat the corn gently with less ra sp ­ 
ing Tough corn is husked with no ex­ 
cessive action. Clean husked 
c o r n 
keeps better. Bowers Tractor Sales, 
114 S. Scioto St.. Phone 193. 


BORDEN S Ice Cream, candy, potato 
chips greeting cards at C a rd ’s. 


CAR WASH 
C A P S SINCLAIR SERVICE 
Phone 441 


TELEVISION 
a n d 
Radio 
service. 
Expert workman­ 
ship. 
A l s o 
refrigerator, 
washer 
and 
fan 
service. 
Motor rewinding. 
BOYDS 
Phone 745 
158 W. Main St. 


Thursday, July 13, 195C 


Instruction 


U S. GOV’T JOBS! Start high as $66 34 
week. 
Qualify 
NOW 
Thousands 
of 
opomngs despite econom y e f f o r t s . 
F R E E 40 page book shows jobs. sal­ 
aries. sample tests 
Write: BOX 1539 
c-o Herald. 


Legal Notices 


Personal 


OUR customers buy Fins Foam again 
and again. It cleans rugs like new 
H arpster and Yost. 


Wanted To Rent 


4 TO 6 ROOM house with b a th —young 
couple, no children. W'rite box 1554 c-o 
Herald. 


! 2 OR 3 ROOM unfurnished apartm ent, 
hart. ri 
adults. Phone 924.J. 


order. 
Classified ad' must be In The Herald 
office before 2 30 p rn. the day before 
publicatioa 
^ 


Real Estate For Sale 


113’ 


One 


6 ROOMS 
lace. full ba semi 
GEORGE C. 
S Court St: - 


BATH 
nt. 2 car garage. 
BARNES 
Ph. 63 and 390 


FOR SALE OR LEASE 
MOTEL RESTAURANT 


USED WASHERS - $19 50 up, rebuilt 
and guaranteed Loveless Electric Co., 
156 VV Main Phone 408R 


HOUSES RAISED AND MOVED 
Foundations Installed and repaired 
Ray Oldham Co. 
1322 
rown Rd 
Cols. O 
Ph JO 2380 


For Rent 


UN FURN ISHED bedroom, adults only. 
334*a E. Main St. 


FU RNISH ED sleeping room with bath. 
Inq 328 E. Main St. 


FARM FOR RENT 
Hk-IINISH 
your 
floors 
yourself 
by 
Well located productive farm , 350 acres 
using our floor sander and waxer Also 
a 
variety 
of quality 
floor 
finishes 
Kuchheisej Hardware 


50-50 grain and live stock basis. Write 
box 1548 c-o Herald. 


CHESTER HILL 
Painting, spraying, removing and hang­ 
ing w allpaper—by contract or hourly 
CALL 4058 


RENT — Sleeping Room for 
particular 
men 
only. Cen­ 
trally located. Phone 211. 


A Taste ot Luxury 
BURGER 
BOHEMIAN 
BEER 
Better brewed longer aged, finer qual­ 
ity—Buy it in qt 
cans—40c at 
PALM S GRO and CARRY-OUT 
455 E Main St- 
PL. 156 


Fede 


ie best 


of C 
. P.Cl 


from 


ted Drive lr 
res- 
a NIC-L-LYTE battery sells for only 
Of 
Located on j $14.96 yet it has more modern feature! 
13 North of Circle- 
than any other battery on the m a rk e t 
.s I is is a real 
Gordon s. Main and Scioto St* Phone 
if business secured 
297. 
Route No 23 as i ------------------------------------------------------- — 
ut modern Motel. 1 WOODKE ALTH may be used liberally 


Singer Sewing 
Machine Co. 
For Guaranteed Repairs On All 
Make Sewing Machines 


Phone 743-Y 


TERMITE CONTROL 
a YEAR guarantee For fret inspection 
anti estim ate call or see Rev 
M 
R 
White 
3St E 
Mound or Phone 828Y 


3 ROOM furnished apartm ent. Phone 
395 P 


SL E EP IN G room for rent. 226 Walnut 
St Phone 775. 


Business Service 


DONALD IL WATT, Realtor 
Phone 70 or 342R 


in barns and poultry houses without 
danger of injuring fowls or animals. 
The Circleville Lumber Co Phone 269. 
7 
ROOM 
h o u s e on 
acre 
ground, 
smoke house, 
ga­ 
rage. good c nditicn. write 
irrv Zimmerman, Atlanta. 


JO E CHRISTY 
Plumbing and Heating 
508 S Court 
Phone 889M 


Hi 


LIST your farms and city prop­ 
erty with us for prompt 
and 
courteous action. We have buy­ 
ers for all tvpes of real estate 
W D. HEISKELL, Realtor 
Win 
D 
Heiskeli. Jr., Salesman 
Williamsport. Ohio 
Pnones: Office 27 
Residence 28 


Central Ohio F arm ! 
City Properties 
* Percent F .rm Loan* 
DONALD H 
WATI 
Realtor 
112*: N Court S t 
Circleville Ohio 
Phona 7b and atter 5 p m . 342R 


ONE COAT 
Beautiful color effects with oniy I coat 
over wallpaper, plaiter, brick, cement, 
wallboard, woodwork and metal. Easy 
to apply. 
B O Y D ’S INC. 
158 W 
Main 
Phone 745 


V A C A TIO N 
Motor Tune-Up 


$3.95 plus parts 


EVAN S-M ARKLEY 
MOTORS, Inc. 
Phone 686 to get ’em fixed 


HAVE your old sewing machine con­ 
verted tnto table or portable model 
electric 
m achine- Lore.ntz 
Gulf 
ala 
Opp 
Fairgrounds 
Phone 0112. 


WASHER AND APPLIANCE REPAIR 
All Makes. Work G uaranteed 
WIRING AND SU PP LIE S 
LOVELESS ELECTRIC 
156 W 
Main St. 
hone 408-H 


W A T ER WELL D R IL LIN G 
Phone 70 Williamsport, ex. 
LINKOUS BROS 


LEGAL NOTICE 
PROBATE COURT. 
PK I, UVAt COUNTY, OHIO 
Meeker Terwilliger, Executor of the 
Estate 
i Belle T Gearhart. Dec d. 
Plaintiff, 
vs 
Meeker Terwilliger. et. a1.. Defendants. 
No. 16050 
Ruth 
D iihatn, 
who 
resides 
at 
789 
15th Strict. Boulder, Colorado; George 
Earl Te 
llligcr, who resides at 2927 
Eagle R ck Boulevard, 
Los 
Angeles. 
Californi o Grace Brown, who resides 
at 2421 Fast Speedway. Tuscon, Ari- 
zona. Wright Terwilliger. who resides 
at 507 Last Channel Street. Stockton. 
Calilorr a. Wayne 
Oliver 
Terwilliger, 
whose 1 
idei ce is unknown and Lulu 
Davis, 
ase residence is unknown, will 
take rn .ce thai 
Meeker 
Terwilliger, 
executf 
of the estate of Belle T. Gear- 
eased, on the 20th day of June, 
d his petition in the Probate 
thin and for the County of Pick- 
1 State of Ohio, allges that the 
estate of said decedent is in* 
r to pay her debts and 
t h e 
of administering her estate; 
died seized in fee simple of the 
a; described real estate situated 
County of Pickaway, State of 
rd City of Circleville, and bound- 
described as follows, to-wtt: 
n e N trth side of Watt Street in 
City, and being thirty three (33) 
and two (2) inches off of the 
» side of the E ast one half of 
umber one hundred thirty (130) 
:ding to the revised numbering 
ie lots of said City of Circleville, 
and tieing the sam e premiae* 
h were conveyed to said Belle 
learhart by Grace M. Ritz and 
Ritz ’by deed dated March 31, 
which deed is recorded in Vol. 
.t page 283 of the Deed Records 
’ickaway County, Ohio. 
lid grantors Grace Ritz et. a1 
the owners of the whole of the 
one-half of said Lot No, 130. 
e is a dwelling now located on 
western portion of said half lot 
un conveyed and one on the east- 
part of said lot which is re­ 
ed by the grantors, both of said 
dings front on Watt Street, the 
e between ?aid two dwellings is 
»n feet and four inches; it is the 
ement of tile patties to this con* 
nee 
that the dividing 
line 
he­ 
rn the premises herein conveyed, 
the part of sa d half lot which 
plained by grantors, be. and said 
ding line hereby is fixed and lo­ 
ti midway between said 
t w o 
dings, that 
is 
three 
feet 
and 
t 
inches 
from 
each 
of 
said 
veilings 
Said property located at 162 Watt 


1950, f 
Court v 
away 
person; 
suffice 
charge 
that st 
follsiwi 
in the 
Ohio, 
et' an 
On. 
said 
fee 
We 
lot 1 
acc 
of tr 
O: 


SALLY'S SALLIES 
Ripttanl U. S. PiKil 0£«« 


“ Hasn’t this horrid ol’ cold war upped office salaries yet?” 


eigt 


BARTHELMAS SH EE l METAL 
AND PLUMBING 
233 E 
Main St 
Phone 127 


MARLOW MILKER 
. eliminates the 
HAULING w anted—all kinds—any time, 
m ajor cause of mastitis. C. J. S mi til, ! anywhere 
Marvin 
Myers. 
L o v e r s 
Kingston, Tel. 
735. 


You can buy for less at 
BARTHELMAS AUTO PARTS 
Mound at PRR 
Phone 931 


400 N 


ED HELWAGEN 
PONTIAC AGENCY 
Court S t 
Phone 843 


ADKINS REALTY 
Bch Adaunt 
Salesman 
Call 114 
565 
117 V 
Masonic Temple 


I A R V ANL CITY PROPERTY 
4 Percem Farm Loans 
G EORGF C 
BARNES 
Phone 63 


$1530 DOWN 


Complete service or. any car 
24 nom wrecker service 
CLIFTON 
MOTOR 
SALES 
Phone 50 


Lane. Ph. 773R. 


HOW PARTICULAR ARE YOU 
ABOUT YOUR CLOTHES 
Come in and see our wade selection of 
rich fabrics and attractive styles 
G EORG E W LITTLETON 


NO SCRUB, no rub Use Glaxo plastic 
type linoleum coating for a beautiful 
kitchen. H arpster ana Y’o st 


RIFE EQUIPMENT CO. 
Mmneap lis-Moline Agents 
Guaranteed 5 or IU Years 
No 
mutilation 
or 
damage 
to 


TERM ITES? 
PHONE OR S E E — 
Harpster and Yost 
Hardware 
107 E. Main St. 
Phone 136 


PUBLIC 


A U C T IO N 


Darbyville 


afor< 
first 
not ic 
tnadi 
and 
the ! 
Aug'.. 


prayer of said petition la for the 
if said premises fcr the purpose 
payment of the debts and charges 
aid in said estate 
The persons 
1 bove mentioned will further take 
that they h a le each and all been 
parties defendant to said petition 
hat they are required to answer 
ime on or before the 19th day of 
t. 1950. 
Signed 
M eeker Terwilliger 
Executor of the Estate of 
Belle I 
G earhart, dec’d 
22, 29. July 6, 13. 20. 27. 1950. 


PROKATK C 
A! 
fled 
1st:. 
filed 
men 


it RT NOTICE 
bes are hereby noti­ 
cing named Admin- 
and Guardian have 
in ts 
and 
appraise 
tv without appraise- 
>ate Court of Pick­ 


ie r 


strator of the 
ieceased. In- 


BUYS a « 
n a 'e 
gars 
$37 58 To1 
GEO 
113'j S CV 


house, bath 
Iv p a y rn i 
fi 


184 W. Main St, 
Ph. 2 Ashville property. 
For 
free 
inspection 
—.............„ ------------------------------------ and estim ate call— 
G. L. S C H IE A R 
KOCHHEISER HARDWARE 
PA C K A R D - W IL L Y S 
Phone IOO 
Saturday, July 


Starting I P. M. 


15 


1 
IIF Watt S i 
:e $7300 
C. BARNES 
Phones 83 and 390 


Employment 


BRUCE 
FLOOR CLEANER 
GOELLER PAINT STORE 


Phone 700 
Carpenter work— 
—General Maintenance 
WELLER AND SON 
Phone 633R 


WANTED—Man for grocery 
work, reference. Write Box 
1552, care of Herald. 


2 1 9 E. M o m St. 
Phone 5 4 6 


CESS POOL and vaults cleared Phone 
176 Ashville ex. 


YOUNG rn; 
proved far 
box 1551 c- 
Herald 


work on GI ap- 
have house. W'rite 


AUTO GLASS 
Glass Furniture Tops 


G O R D O N S 


Phones 297 and XK 


LIGH I NING 
Rod* 
installed 
Floyd 
Desn 317 E High St Phone 879 


2 bedroom suites, complete; 


3-piece living room suite; 2- 
piece maple suite; GE Ironer; 
Universal electric range; Frig- 1J50 
idaire; Radios; Monarch coal 


1 SEWER AND DRAIN SERVICE heater; Hotpomt washer; Em- 
I lL*x^*n,,v* *nd affective only Roto erson T V set; Dishes; Rugs; 
Rooter 
can 
vivo 
, ' » n 


that the follow! 
dors. Executor t 
their 
inventor 
ti, and inventor; 
merit, in the Proba 
away Countv. O hio- 
I. U’. T Herron. A 
estate of J. S. Her 
ory and apprizement 
Dhel L 
Renick, Administratrix of 
estate 
of Wllda 
M 
Renick. d e­ 
ed Inventory ,*•»! appraisem ent. 
Florence R.<dabaugh, Executrix of 
estate 
of B, 
F. 
Radabaugb, de­ 
ed 
Inventory and appraisement. 
John H. Dunlap J r . Guardian of 
a Dunlap, an incompetent person, 
ntory without appraisement 
And that said inventories Will be for 
hearing before this Probate Court on 
Monday, Jw> 31, 1950, at 9 o clock a rn 
Exceptions 
to said inventories, if any, 
m ust be filed 
herein on or before July 
25 
1950. 
W'ttness my hand and fire seal of said 
Probate Court, this 13th day of July, 


C E O RUF D YOUNG 
Probate Judge. 
Ju l 13. 20. 


FU 
Im 


SUMMER ONLY 
OR PERMANENT 
National Publisher needs cir 
culatio 
centra 
$200 


Georgt 
Airpor 


I 
representative 
for 
Ohio. Can use 3 men, 
nonthly 
guaranteed, 
’her information, see 
Sleght at 
Harmon 
, Route 23. 6-7 p, m. 


anted 


W A T E R H EA T ER S 


Automatic 
Ga?—Oil—Electricity 


Circleville Iron and Metal Co. 


Phone 3-L 


, _______ 
. . 
, 
NOTIC E o r 
A P P O IN T M E N T 
give 
com plete 
cleaning 
. . . 
No 
1 t h : 
service without 
unnecessary 
digging I other miscellaneous household E s ta te of G enre 
Circleville 455 or L an caster 3663. 
. , 
Notice ta h eren v 
0 . 
articles. 
garf>, C a r d Whole p 
is Circleville, Ohio, I 
! pointed Adm inistrate 


M achine 
Shop 
equipment w ith the w in 
Annexe 
. 
,. 
. . . . 
, . 
G e o rg e 
W 
including 
milling 
machine, 


Articles For Sale 


ELECTRIC sand 
Candy Shop Phi 
ich 
grill. 
ie 276. 
W ader’1 


DEPENDABLE housekeeper 
care for children while mother v 
—room, board and salary. Write 
1553 c-o Herald 


Wanted To Buy 


JOHNSTONS 
ONCE-OVER PAINT 
Circleville’* Fastest Selling 
Paint 
GRIFFITH 
FLOORCOVERING 


FOR 
SALE — Slightly used 
Massey Harris combine with 
motor and tandem wheels— 
Phone 1831. 


CORN and wheat 
Ville ex T hom as 
re 1812 Laurel- 


159 * 


GOOD 
premi 
cure I 
toe 


USED FURNITURE 
WEAVER FURNITURE 
Main 
Phona 210 


-PH 


allow c o m w an ted —will pay a 
n and allow 17 percent molt- 
d R-‘Merman and Sun Kings* 


New and Used 
SPRINGS 
For Most All Cars 
CIRCLEVILLE IRON and 
METAL CO. 
Pho ne SR 


D IN ETTE set, table, 4 chairs Wader' 
Candy Shop. Phone 276 


GE 
REFRIG ERA TO R 
tab le to p 
range good condition. Ph 772R 
gas 


HORSE —good, general 
purpose, 
farm 
horse. W. M. Hamilton, R! 
I, 
Mt. 
Sterling. 


electric and a cetely n welding 


equipm ent 
and 
sm all 
tools. 
Small 4 w heel tractor. 


Clayton Prichard 


Legal Notices 


k . Goddard. Deceased 
sn that M 
Mar- 
t Office address 
s been duly ap* 
De Bonis Non 
of the Estate of 
ate of Pickaway 
County, Ohio, deceased 
Dated tim 26!h dav of June, 1950 
GEORG E D 
YOUNG 
Judge of the Probate Court 
Pickaw ay Countv, Ohio 
Ju n 29, Jul 6. 13. 


S o k o ls k y ’s 


T h e s e D a y s 


(Continued from Page Six) 
‘ Prom the 
experience 
of 
a 
hundred 
years, 
including 
the 
Congress ot 
Vienna 
and 
Ver­ 
sailles we said to obtain lasting 
peace that political peace with 
the enem y states must be made 
first; that a period of two 
or 
three years 
should 
elapse 
for 
emotions to cool. We stated the 
nature of 
political settlements, 
when m en's passions had 
abat­ 
ed, 
from 
which 
the 
dragon’s 
teeth could not spring. We 
as­ 
serted that thought 
must 
have 
time to ripen and that the atti­ 
tude of great nations, including 
Communist Russia, 
m u s t 
be­ 
com e clear before an 
adequate 
world organization 
c o u l d 
be 
built. But 
the 
United 
Nations 
was 
handicapped 
by 
b e i n g 
launched into a 
morass 
where 
there was no peace to preserve.” 
Their counsel 
was 
rejected. 
Roosevelt, Churchill 
and Stalin 
wanted 
a 
world 
organization 
fast, because possibly each fear­ 
ed that if there were any delay. 
no world 
organization w o u l d 
come into being. 
Certainly, it was a mistake to 
launch the United Nations before 
the peace had been found. It cer­ 
tainly 
should 
not 
have 
been 
launched qnder such auspices as 
existed in San Francisco, 
wuth 
Alger Hiss as the directing mind. 
Yet, 
all 
these 
errors 
were 
made and Herbert 
Hoover 
has 
outlived his friend, William 
Al­ 
len White, to speak an oration in 
his memory, and to tell of how 
an older generation sought to set 
the right course based on exper­ 
ience—a course 
which, 
to 
our 
misfortune, was rejected. 


LEGAL NOTH 
SALE OF REAL Kl 
The following described 
longing to Pickaw ay Count 
at p u b lic ! 
in Clrclev 
1950 at 2 


1* 


O C 
da rd Time 


:y*9 


Financial 


WI RMKR 
stock 
n 
tag—lo* 
Produce 


loans - to purchase Ova- 
ftinery 
seed 
and opera! 
t -est rate Sr?* Don d um p. 
Credit Masonic B’dg 
j pm 


BUSINESS 


DIRECTORY 


A 
O e u i> u 
Referent* 
to 
Rosiness 
F acuities of Circleville 


ALTO WRECKERS 


BARTHELMAS AUTO PARTS 
E. Mound at R 
R 
Phona 931 


DAIRY PRODUCTS DEALERS 


AIRY ASSN 
;U-er 
Phone 28 


ELECTRIC APPLIANCES 


♦'IUKA WA 
Pie ka wa 


PH I LG AS 


BOTTLE-GAS 


Large Installation 
$ 1 8 . 5 0 


DURO THERM 


Gas and Oil Stoves 
BOB LITTER'S 


FUEL 6 HEATING CO. 


163 W Main S t 
Phone 821 


NEW and USED 


Typewriters 


vo J uu tip— b e r vice* o n 
A ll M a k e s 


PAUL A. JOHNSON 
ff ic e 
E q u i p m e n t — P h o n e 
110 


YOUNG male hog and 9 weanling pigs. 
Albert Frazier. Rt. 159 between Lent- 
Ville and Tarlton 


CARROLA WITH LINDANE 
Paints white—kills germs, fills flies, lice 
and fleas 
STE EL E PRODUCE CO 
135 E 
Franklin St. 
Ph 
372 


GOOD used 7 ft Leonard refrigerator. 
good used Apex washer—priced to sell, 
both good Blue Furniture 
Phone 105. 


SUMMER CHICKS 
From our best flocks 
CROMANS POULTRY FARMS 
Phone 1834 


H E R E FO R D STOCK CATTLE 
Large amount on hand at all tunes 
BOWLING AND MARSHALL 
U mile South Corp’n 
Ph 1816 


PROBATE C h i RT NOTICE 
AU interested parties are hereby not! 
fled tnat the following nam ed Admin 
Istrator and G uardians have filed theii 
i statem ent in lieu of final account, anc 
accounts, in the Probate Court of Pick 
away County, ohio: 
1 
Lone> Noble. Administrator of the 
j a 
estate of Alice Noble, deceased 
State- 
<-j0wn 
I ment in lieu of final account. 
2 
E 
A 
Smith. G uardian of Leroy 
Thompson, an incompetent 
p e r s o n . 
Twelfth partial account. 
3 F. A. Smith, G uardian of Harley W 
Knece. an incompetent person. Third 
^er t 
I partial account. 
4 
E A 
Smith, Guardian of William 
I Fowler, an incompetent person 
Fifth 
partial account. 
S E A 
Smith 
G uardian of Martin 
i Van Buren Grey, an incompetent per- 
j aor 
First partial account. 
Arsd that said accounts will be for 
I hearing and settlement before this Pro* 


1 pi 


P 


Desci 
(partia 
Bank I 
ruercia 
on east and 
Short and o 
land of Hobs 
on Northeast 


DESCRIP 
I of Pick a 
>ccuDied 


IL 


t Re 


rd G 


DI 


• TATE 
property be- 
V w iii be sold 
Court House 
iday, July 31. 
., Ohio Stan- 


ty Land 
Gravel 
lle-Com- 
bounded 
f Mary- 
west by 
ann and 
g easterly 
(now torn 
Circleville 


The ars t>i metal weaving, such 
as 
mesh 
screens, 
has 
been 
knowm since as far back as 3745 
B. C. 


Legal Notices 


ie A 


Jack) 
Township 
Beginning at a large Iron Stake rX- 
Beam I Northeast corner to Hobart and 
Goidie A m ann’s 2.835 Acle tract, from 
which an Iron Stake (the southwest cor- 
J.OO Acre lot purchased from 
Theodore Carle by Pickaw-ay Com mis­ 
sioners July 6 
1926, recorded in Vol. 
106, page 261 of Pickaw ay County Deed 
of Records, bears N 61 drg 54 35” E, 
52 02 feet distant. 
Thence with the east line of A m ann’s 
extended N 
16 deg 09’ W 5 1* feet to 
a point in the south easem ent (Road- 
Gravel Bank put- 


USED CARS 
& TRUCKS 


w ayt line to County 
bate Court on Monday. July 24 1950 at 
chased from Theodor* Carle 
Exceptions to said ac* I 
Thence with the south easem ent line 
m ust be filed herein on 
9 o’clock a 
counts, lf a 
or before July I 


Probate Court, this 22nd da 
1950 
The Horden-Stevenson Co. 
GE p?/t, 
j 
* r UV S * V">,#1 O**1" Stare 1925 
Jun 22 ^ JuJy 6 13 
13* tL. Franklin 
Phone 522 
__ _________ 


S. 
89 27’ 
E. 
(passing 20 ft. to the 
right of. ard at a right angle to this 
Witness my hand and the seal of said 
Une th(, Iron Stake Marking the South- 
1950 


of June. 


Ready Mixed 
Concrete 


P E T T IT & 
130 S 
Court 
hone 214 


LOCKER PLANT 
Tm 


Ailie 
CIRCLEVILLE FA? 
P J Griffin owner 
161 Edison Ave 


FREEZE 
Perator 
Phom 


Concrete Blocks 
Brick and Tile 
ascon Steel Window's 
Basement Sash 
Building Materials 
Drain Tile 
Plaster 


AGRICULTURAL LIME 
ANALYSIS FERTILIZERS & 
SUPERPHOSPHATES 
Pa 
»r Bulk—Delivereo and Spread 
DRILL TYPE SPREADERS 
W E GIBSON & SON 


F»hone 1743 or 1741 


MOVLNO 
a Rf 
E VILLE 
RANSFER CO. 
Phona H I 


UL f All 
LUMBER DEALERS 


CIRCLE V 
ISO Edl 


VETERINARIANS 


DR 
C W 
CROMLEY 
P « . Hospital—Eoaxdmg 
Ph-jr.* 4, Ashville. 
Portable X-ray 


DK 
FLOYD P 
DUNLAP 
454 N Court St 
Phone $15 


DR PAUL E FENSTERMAKER 
Pht ie 2. Williamsport Ohio 


OR 
E 
W 
HEDGES 
Pet Hospital—Boarding 
980 N Court St 
Phone 229 


SR 
WELLS M. WILSON 
Poor.* l£34 
Rt. L ClrcievtU# 
iJ 


B A S I C 
Construction Materials 
E. Corwin St.__________ Phone 461 | 
See Us for 


CONCRETE or CINDER 
BLOCKS 
ASBESTOS SIDING 
ROCKWOOL INSULATION 
ASPHALT ROOFING 
SHINGLES 
BUILDERS HARDWARE 
PLYWOOD — PAINTS 
McAfee Lumber 
Company 


Im m ediate Delivery 


AMERICAN STEEL 


FENCING 


FEED S 
and 
SUPPLEM ENTS 


KINGSTON FARMERS 


EXCHANGE 


Kingston. O 
- Piton, n i l 


PROBATE COI R ! NOTICE 
All intel ested parties are hereby noti­ 
fied that the following named Admin­ 
istrator and Executrices have filed their 
accounts in the Probate Court of Pick­ 
away County, Ohio: 
1 
Edward Hulse. Administrator of 
the estate of Marne HuUe, deceased 
Third and final account, 
2 Ida M Cooley and G arnet Cooley, 
Executrices of the estate of Thomas C. 
Cooley, deceased 
Final account. 
And that said accounts will be for 
hearing and settlement beiore this Pro- 
bate Court on Monday. July 31, 1950, 
at 9 o’clock a 
rn 
Exceptions to said 
accounts, if any, must be filed herein 
on or before July 25, 1950. 
Witness my hand and the seal of said 
Probate Court, this 29th day of June, 
1950. 


west Corner of 3 OO Acre Gravel Bank. 
at 46 99 feet • 297 87 feet to an Iron pipe 
on the north side of a com er fence 
post the north v est corner of I 25 Acre 
Lot of M ary Short. 
Thence with the West line of Mary 
Short's I 25 Acre Tract S 
20 deg 
38’ 
E 288 35 feet to an angle iron stake in 
■ M ary Short’s line* 
Thence with M ary Short’s line S. 51 
deg 
06 
W. 84 13 feet to an iron pin. 
Thence with another line of M a r y 
Short S .41 deg OO’ W 480 46 feet (pass­ 
ing an iron pin at 385 7 feet! to center 
line, of 1950 relocation 
of 
Circleville- 
Com m ercial Point Road No 4, at center 
line St a 53 plus 98 75, 
Thence with the chord of an 8 deg 
I curve N 34 deg 49’ W 30 94 feet to a 
I point (at Sta. 54 plus 29 69 foeti in the 
j couth 
lute 
of 
Hobart 
and 
Goldie 
A m ann’s 2 83* Acre tract 
Thence with A m ann's line N 41 deg. 
<00 
y 
218 18 feet (passing an Iron pin 
1 at 94 7* fret) to an automob.le axle 
i with gear top the south east corner of 


PROBATE COURT NOTICE 
All interested parties are hereby notl- 
fled that the following 
named 
E xec­ 
utors, G uardians and Trustee, 
h a v e 
filed their 
accounts 
in 
the 
Probate 
Court of Pickaw ay County, Ohio: 
I. Earl Stout. Executor of the estate 
of Minnie F 
Knight, deceased. First 
and final account. 
2 G arnet Cooley, Executrix of the es- 
tate of Laura Morgan Ruble, deceased 
Final account 
3 
C 
E 
HUI. G uardian of Jack W 
Mills, George Winton Mills and Jennie 
Lee Mills, minors. Fifth 
Partial 
Ac­ 
count 
4 
E 
A. Smith. Guardian of Newton 
Imler, an Incompetent person. F i r s t 
and final account. 
5 George W. H Towers. Trustee un­ 
der the WU! of Jacob H. Heffner, de­ 
ceased. First partial account. 
6. George W H Towers, Trustee un­ 
der the Will of Jacob H. Heffner, de­ 
ceased 
Second partial account. 
And that said accounts wUl be for 
hearing and settlement before this P ro­ 
bate Court on Monday, August 14. 1950, 
at 9 o’clock a. rn. Exceptions to said 
accounts, lf any. must be filed herein 
on or before August 8. IPSO 
Witness m y hand and the seal of said 
Probate Court, this 13th day of July, 
1950 
GEO RG E D YOUNG, 
Probate Judge, 
Jul 13, 20. 27. Aug 3. 


Kenton Hires 
New Grid Pilot 


KENTON, July 13— Robert V. 
White. 28-year-old Martins Ferry 
athletic 
instructor, 
has 
been 
named head football coach 
at 
Kenton high school. 
A graduate of Bethany Col­ 
lege, W Va., White has been as­ 
sistant football 
and basketball 
coach at Martins Ferry 
h i g h 
school for two years. He 
suc­ 
ceeds Robert Ruffing 
who re­ 
signed after one year’s coaching 
j to take a job as assistant foot­ 
ball coach at Bexley high school. 


N E W FA RM 
EQ U IPM EN T 
Now In Season 
TRACTOR MOWERS 
7 Foot 
HAY RAKES 
Side Delivery 
GLEANER COM BINES 
6 Foot 
— N O Y / AVAILABLE— 
Farm Bureau Store 


G EO RG E D YOUNG, 
Probate Judge. 
Jun 29, July 9. 13. 20. 


NOTICE ta hereby given that applica­ 
tion has been made to the Public Util­ 
ities Commission of Ohio by The P enn­ 
sylvania Railroad Company for author­ 
ity to discontinue Us non agency freight 
station 
at 
Kinderhook, 
Deer 
Creek 
Township. Pickaway County, Ohio, and 


Amann. 
, 
„ 
I 
Thence with Amann s east line N 
16 
^ deg h9’ W. 513 47 feet to the beginning 
containing 2 978 
acres of land more or 
J te l l-. 
; 
The above described property is lo- 
I coted in the S E Q uarter of Fractional 
i Section No. 3. Township 4; Range 22 
j in Circleville Township. Pickaway Coun- 
I ty, Ohio. 
1 ownsnip, Kir-Kav. ay county. Ohio, ana 
Smd sale is 
that said application is on file in the 
resolution 
_r 
nt j>lckaway on 
office of the Public Utilities Comm!*- 
County 
' th4, 
nrovisioii of 
aion of Ohio at Docket No 21,61*. 
June I*. IMO 
A 
public hearing upon this application 
G eneral 
Sf5_ T, 
’ ‘ t bidder- The 
will be held 
at the offices of the Com- will be sold 
to the MgMWt bW de., Hie 
mission. 65 South Front Street, Colum- 
Board 
of 
County 
■ 
* - 
: 
bus, Ohm. on Monday, July 31, i960, at 
serve the right to re) 
1:30 P 
M , Eastern Standard 
Time. 
j bids 
a .,mrii of County Com- 
THE PENNSYLVANIA RAILROAD 
, 
By order 
| ^ » r d « County co m 
COMPANY 
irm sloners of / b f Kaw ay Count}. unio. 
By: Ii. W 
TYLER 
1 
Fred T t p ^ C W r k 
and County Auditor 


PROBATE COURT NOTICE 
Al! interested parties are hereby noti­ 
fied that the following named Executor 
has filed his inventory and appraise­ 
ment in the Probate Court of Pickaway 
County. Ohio; 
I 
Arthur L. Wilder, Executor of the 
estate of Mary Emily Wilder, deceased. 
And that said inventory will be for 
hearing before this Probate Court on 
.Monday. July 24. 1950, at 9 o’clock a. rn. 
F.xceptlons to said inventory, if any. 
must be filed herein on or before July 
18 
1950. 
Witness my hand and the seal of said 
Probate Court, this 6th day of July, 
1950. 
GEORG E D YOUNG. 
Probate Judge. 
Jut 6. 13. 


Kingston, O hio1 W. Mound St. 
Phone 834 'j u n 29, Jul 6, TV/ 
I Jun 29, July 6. is* 20. 27. 


PROBATE COURT NOTICE 
All interested parties are hereby noti­ 
fied that the following named Executor 
has filed his account in the Probate 
Court of Pickaw ay County, Ohio: 
I Orley E Judy, F.xecutor of the es 
tate of Om er E. Judy, deceased. First 
and final account. 
And that said account will be for 
hearing and settlement before this Pro­ 
bate Court on Monday, August 7. 1950, 
at 9 o’clock a rn Exceptions to said ac­ 
count, if any, m ust be filed herein on 
or before August I, 1950. 
Witness mv hand and the seal of said 
Probate Court, this 6th day of July, 195C 
GEORG E D YOUNG, 


Mediators' Due 
To Starl Talks 


CHICAGO, July 13 — Federal 
mediators are scheduled to re­ 
turn to 
Chicago 
tomorrow 
to 
renegotiate a wage-hour dispute 
which threatened to pull 250,000 
rail workers off their jobs. 
The Brotherhood of Railroad 
Trainmen and the Order of Rail­ 
way Conductors, legally free to 
strike Saturday at the end of a 
30-day “cooling off period,” in­ 
definitely delayed walkout plans 
last night and asked the nation’s 
carriers to settle their 
dispute 
through negotiations. 


Marietta Ajrain 
Gets Nod For 
Rowing Regatta 


ITHACA, 
N. 
Y., 
July 
13—1- 
Marietta, Ohio, will get an ither 
chanco to stage the annual In­ 
tercollegiate Rowing Association 
regatta under the “ ideal condi­ 
tions” it promised, but couldn’t 
deliver. 
. 
The IRA board 
of 
stewards 
voted yesterday to return the re­ 
gatta to the Ohio river city in 
1951, maintaining it was “ t h e 
sportsmanlike thing to give Mart 
ietta another chance.” The event 
will be held June 16. 
A flash flood—such as had not 
occurred for 40 years previously 
—forced the varsity and junior 
varsity races to be shortened 
this year and sent logs and other 
debris swirling down the muddy 
river. 


Five 
other 
cities 
including 
Poughkeepsie, N. Y., site of th, 
regatta prior to this year, had 
bid for the 1951 classic. Other 
invitations 
w e re 
considered 
Wash., 
Syracuse and Geneva, 
N Y., and Chicago, 


Stock Broker 
Beaten To Death 
In Maine Home 


SANFORD, Me., July 13 — A 
well-to-do stock broker was am ­ 
bushed and beaten to death yes­ 
terday in his home 
by 
killers 
who 
apparently 
tortured 
him 
into opening a wall safe and then 
murdered him. 
The victim was 
Herman 
H. 
Joy, 55, only five feet, one inch 
tall. 
Joy stepped into the ambush 
in the study of his home on his 
return from 
a 
small 
variety 
store which he operated for his 
GI son-in-law now 
studying 
in 
Arizona. 
His body was found by his son, 
Leonard, 22. who had been in the 
store with him and who follow­ 
ed him home about IO minutes 
later. 
Leonard summoned police and 
road blocks were set up for IO 
miles in all directions within a 
matter of minutes. 
The exact number of killers 
was not known 
However, 
Joy 
had been given a special polio* 
guard for the last tw*o months 
because strange men had follow­ 
ed him home from the store on 
several occasions. 
Police 
said 
Joy usually placed the store re­ 
ceipts in the bank before going 
home. 


13 Top-Ranking 


Pacers Filtered 


In $5,000 Test 


CHICAGO. July 13 — Thirteen 
top-rankmg pacers will open the 
Chicago Downs Association’s 43- 
mght harness meeting at Sports­ 
man's Park here tomorrow' night 
in the featured $5,000 Siskiyou 
Farm Pace. 


I Vo 
Hah 


Edgar 
o, Da . J 
Jordan 


The nominees inc 
Leonard’s Temperec 
id Gulley’* Purdue 
F arm s’ Mark Hanna and E. P. 
Wagner’s Theodore’s 
First, all 
consistent winners at the cur­ 
rent Maywood Park meeting. 
Others on the eligible list are 
Dottle Direct and Mr. Fria, who 
have been performing in Louis­ 
ville, and Guest Sta 
Star, newcomers fi 
forma circuit. 
Eastern Gratton 
Handbook, John L 
Prince complete th* 
inees for the diVici» 
ture. The first bes 
at one mile. the sec 
and one-sixteenth. 


and Lucille 
rn the Cill- 
z j 
B a y 
Zarr 
i ani 


i at a 


Luxury Liner 
Goes Aground 


QUEBEC. July 13—An 
effort 
will be made today to refloat the 
20.000-ton luxury liner Franconia 
which ran aground last night on 
the Island of Orleans in the St. 
Lawrence river. 
The Franconia, 
carrying 
BOO 
passengers, lifted its bow out of 
the water four miles north 
o? 
Quebec City enroute 
to 
Liver­ 
pool. 
The Cunard Lmer’s bow was 
badly twisted. Two terry boats 
and a Canadian government ice 
breaker 
evacuated 
passengers 
during the night. 


ill hi 


is I 
in ti 


Short Brothers 


File Entries For 


Harness Meets 


Regardless of how* m ary P; 
away County harness horses 
brother, Harry, picks up 
« 
moves on to the bis tim e. F 
rest Short of Circlevill 
“ one left.” 
This year, that “ on 
Boy, scheduled to sh 
coming Pickaway Fair. 
But 
Lils 
Bo} 
will 
make 
maiden start at Hilliard* Bac 
way Thursday night. He 
h a 
been entered in a $400 ma d* 
pace, the 
third 
event on 
ti 
eight-race card. 
In Painesville. Jungle Drum 
star of the Harry Short S’ab* 
makes its debut at the Paine 
Ville Raceway Thursday night 
the feature classified puce at 
mile. 


Jackie Welsh 
nils Penn Staff 


PHILADELPHIA. 
July 
13 - 
John M. (Jackie) Welsh Jr. has 
submitted 
his 
resignation 
av 
backfield coach of the Univer­ 
sity 
of 
Pennsylvania 
football 
! team to take effect Aug 
I. 
Welsh said yesterday that he 
j planned to join a Philadelphia 
firm for promotional and sales 
work. A former Penn 
football, 
basketball and track star, Welsh 
joined the coaching staff in an- 
uary, 1946 after his release from 
naval service. 
, 


Junior Legion 
Books Buttle 


Circleville 
Junior 
American 
Legion baseball team will meet 
Holy Rosary of Columbus at 5:30 
p. 
r n , Thursday in Ted Lewis 
Park 
The local Legion junior team 
to date has won four matches ii. J. 
seven starts. It has eight more 
games on tap this season. 
Next game scheduled 
follow­ 
ing Thursday’s tilt is an encoun­ 
ter in Columbus Southview* Park 
at 2 p 
r n . Sunday against South­ 
way Post juniors. 


Probate Judge. 


Propellers may not go out with 
the advent of jet planes. At 
400 
I miles an hour and 20,000 feet al­ 
titude, the jet is only 40 percent 
effective, compared to 92 percent 
I for the propeller. 
[ 


D E A D 
S T O C K 


Cash Paid o-> th) Spot 


H o rs e s 
$2.50 each 
C o t t le 
$2.50 each 


AU according to size and condition 


Calves, Hogs and Sheep Also 
Removed 


DARLING & COMPANY 


Phone Collect To 
Circleville 31 


t 


Thursday, July 13, 1950 


SUGAR HAY NEXT FOE 
LaMotta Defeats 
* Faces Unhealthy 


THE D A ILY HERALD— CIRCLEVILLE, OHIO 
r a g e F ifte e r 


Mitri, 
Future 


NKW YORK, July 13 — Jak e 
LaM otta faced an unhealthy fu­ 
ture nam ed Ray Robinson today 
as a rew ard for defending 
his 
middleweight title with consider­ 
able wmdmilling 
of 
the 
arm s 
against Tiberio Mitri of Trieste. 
The prospect of 
having 
to 
$ 
fight Robinson, which the Na­ 
tional Boxing Association says 
LaMotta must 
do 
within 
90 
days, might frighten a lesser 
man. 
Some 
of 
J a k e ’s 
detractors, 
having witm ssed his unanimous- 
decision conquest of 
Mitri 
in 
steam y Madison Square G arden 
last night, still consider him a 
lesser man. 
“ I jabbed him, cii’nt I ? ” Jak e 
inquired of the adm ir.ng m ulti­ 
tude that entered 
his dressing 
room through 
a 
large 
police­ 
m an 's legs 
following 
the 
15- 
rounder. “ T h a t’s the 
way 
you 
firht him. He 
swings 
outside, 
like th.s, so you jab 
him 
two 
tim es—tw ict— and that puts him 


, Double Bill 
Is Booked For 
Hatter Outfit 


Top H at 
softball 
team 
has 
scheduled a doubleheader exhi- j 
bition softball bill for F rid ay in 
Ted Lewis Park. 
Paul “Snow” Seymour, man- 
£ 
ager of the Hatters, said the 
team plans to meet National 
Jewelers of Columbus in the 
first game, 
scheduled 
for 
§ 
p. m., and C. S. Auto Parts in 
the nightcap, scheduled for 9 
p. m. 
The H atters will travel to Lan­ 
ca ste r Sunday to play in a bene­ 
fit softball m atch r gainst Logan 
Clay Products. The benefit 
tilt 
is to begin at 9 p. m. 
▼ 
Next South 
C e n t r a l 
Ohio 
League gam es on tap 
for 
the 
H atters 
are 
carded 
for 
next 
T hursday and Friday. 
Top H at will m eet N ew ark at 
B rem en in a twin bill next T hurs­ 
day, while bringing B rem en to 
Ted Lewis P ark 
the 
following 
night for a doubleheader. 
• 
• 
• 
IN ADDITION the local 
ag- 
4 gregitio n 
plans 
entering 
two 
tournam ents to date. The 
first 
tourney will be th* district soft­ 
ball elim inations in 
Chillicothe 
beginning J ily 24, followed by a 
tournam ent in 
B rem en 
begin­ 
ning Aug. 31. 
Several other Cue leville team s 
also plan to enter the Chillicothe 
district playoffs. 
W illiamsport, 
Circleville Oil and Boyers 
are 
expected to enter 
the elimina- 
B ti< ns. 


off balance. S ee?” 
In the loser’s dressing room, 
M itri’s m anager, Saverio Turi- 
ello, said it was just a m atter of 
Tiberio’s not having had enough 
experience in an A m erican ring. 
The crowd of 16,369, which paid 
an unexpectedly hefty $99,841 at 
the gate, w as inclined to agree. 
• 
• 
• 
NOT TO PUT off the inevitab­ 
le, that brings the subject back 
to Robinson, 
the 
welterweight 
ch am p and the m ost 
aw esome 
object in the ring today. * 
R a y ’s 
im m ediate 
future 
in­ 
cludes a defense of his Pennsyl­ 
vania m iddleweight title against 
Jose B asora and a 
defense of 
his w elterw eight 
title 
against 
Charlie F usari. This will entail 
either a stirring 
c h a n g e 
of 
weight on Robinson’s part or a 
crooked set of scales. 
Anyway, the NBA says firmly 
LaM otta m ust put his title on the 
block against Sugar Ray 
To this, following his fight with 
Mitri last night, LaM otta m ur­ 
m ured, blandly, “ delighted, but 
»1 


The “ but” is that LaMotta 
will place his fate in the hands 
of 
the 
International 
Boxing 
Club. 
The IBC, in turn, intends to 
see how Robinson fares in his 
forthcoming engagem ents 
“ T hen,” said IBC 
Secietary- 
General H arry M arkson, “ w'e’U 
discuss it.” 
Mitri, meanwhile, is g o i n g to 
stay in the United States. The 
closest he cam e to winning last 
night—though he did land some 
blow’s th at m ade the galleries 
sc re a m —w.<s on the scorn card of 
one judge, who 
gave 
LaMotta 
eight rounds and Mitri seven. 


WEARY WINNER of the Tour of Italy bicycle races, Hugo Koblet, Swiss 
cyclist, Is greeted with a hearty smile by Pope Pius JUI as he receives 
the Pontiff s personal congratulations in Rome. With back to camera is 
Koblet’s mother, who traveled to Italy to witness her son’s triumph. It 
was the first time a non-Italian took top honors. 
( International) 


STANDINGS 


T e d 
W 
i l l i a m 
s 


D u e 
F o r S u r g e r y 
BOSTON, 
July 
13—Ted Wil­ 
liam s, who received a fractured 
left elbow as a souvenir of Tues­ 
day's All-St.>r game, undergoes 
surgery today in Santa M aria 
hospital in C am bridge aim ed at 
repairing the injury. 
Doctors plan to rem ove pieces 
of bone which broke off the head 
of the radius bone when the Red 
Sox outfielder bum ped the left- 
field 
wall 
in 
Comiskey 
P ark 
while catching a Ralph K i n e r 
drive in the first inning. 
When baseball’s highest 
paid 
player will be able to return to 
the Red Sox lineup is problem ­ 
atical. 


CASH FOR DEAD STOCK 


According to size and condition 
NORSKS 
. 
... . si.M 
COWS 
$1.50 
Hogt and All Small stock 
flemuved Promptly 
Pbona Collect 
Ctrrlevtlle 104 


JANES RENDERING 


Costner Whips 
Ike Williams In 
Non-Title Bout 


PH IL A D E LPH IA , 
July 
13 — 
George (Sugar) Costner, a wel­ 
terw eight 
with 
j e t-powered 
gloves, blitzed his way to nation­ 
a l prom inence by winning a 10- 
round decision over Lightweight 
Champion 
Ike W illiams 
l a s t 
night in a non-titie contest. 
Some 10.000 fans who poured ' 
in a gross of Sll.970.75 roared 
in disbelief as 
the 
Camden. 
N. J.. slugger ripped into the”’ 
Trenton champion with rights 
to 
the 
body 
and 
punishing 
hooks to the head. 
The decision w as unanim ous. 
Referee Dave Beloff and Judge 
Lou Tress scored the m atch at 
8 to 2 and Judge F ran k K naies- 
borough saw it ill the way for 
the battering Costner. 
Williams began the Shibe P a rk 
battle with his usual s n a p p y 
form, peppering his fellow J e r ­ 
seyite with left hooks and se\k 
eral good rights. Costner went 
into action in the third with a 
series of dam aging hooks which 
alm ost sent Ike to the canvas. 
The cham pion tried 
hard to 
get going in the fourth, but stiil 
w’as dazed and fell easy prey to 
Costner’s unrelenting head 
and 
body attack. One punch spun Ike 
into a corner.* 
* 
* 
COSTNER 
K E P T 
pounding 
aw'av with telling effectiveness 
against W illiams for the rest of 
the bout, pulling out from a left 
hook fired by Williams in the 
seventh. 
Costner said later it 
w as the hard est punch he took 
all evening. 
The defeat was the first 
for 
Williams in 13 bouts since 
he 
was outpointed by KkI G avilan 
in New York April 1, 1949. 
Williams w e i g h e d 143 and 
Costner 147 for the m atch w'hich 
was delayed two nights because 
of rain. 


National 
League 
Team 
Won 
Lost 
GB 
Philadelphia ............. 
44 
2« 
0 
St Louis ..................... 
43 
30 
1 
Boston 
........................ 
42 
31 
2 
Brooklyn ...................... 
32 
4L 
Chicago 
.................... . . . 
33 
38 
10 
New York ................... 
34 
40 
10‘a 
Cincinnati 
. . . . . . . . . . . . 
29 
44 
15 
Pittsburgh 
............... .. . 
27 
46 
17 
American League 
Team 
Won 
Lost 
GH 
Detroit 
................. 
26 
Ü 
New York 
............... 
47 
30 
3 
Cleveland ........... 
32 
4L 
Boston 
................. 
35 
8 
Washington 
............. 
35 
41 
14 > » 
Chicago 
........... 
45 
17 
Philadelphia . . . . . . . . . . 
27 
49 
22 L 
St. Louis 
27 
49 
22 L 
American 
Association 
Team 
Won 
Lost 
GK 
Minneapolis ........... 
. . . 
Si» 
30 
0 
Indiana poll* 
........... 
34 
f 
Louisville 
............. 
, ,. . 
50 
37 
3 G 
St. Paul 
............... 
. . . . 
42 
41 
8L 
Columbus ........... 
___ 
40 
42 
11 
Milwaukee 
........... 
51 
18‘ ï 
Toledo 
........... 
. . 
34 
51 
18 » a 
Kansas City 
.. . 
30 
47 
18L 


W E D N E SD A Y ’S RESULTS 
National League 
(No ga m es plaved 
American League 
«No gam es plavedi. 
Am erican Association 
Columbus. 1; Milwaukee. 0 
1st). 
Columbus. 3; Milwaukee, 1 (2nd). 
Louisville, 6. Minneapolis, 3. 
Indianapolis, 9; St 
Paul, S. 
Toledo at Kansas Citv, rain 


GAMES THURSDAY 
National League 
Nev York at Pittsburgh 
Boston at Cincinnati <ni. 
Brooklyn at Chicago. 
Philadelphia at It. Louis (n). 
American League 
Detroit at Washington <n>. 
St. Louis at Philadelphia in). 
Cleveland at New York (ni, 
Chicago .it Boston m i. 
American Association 
Columbus at Milwaukee <ni, 
Toledo at Kansas City tm . 
Indianapolis at St. Paul in). 
Louisville at Minneapolis (n). 


GAMES f RID )Y 
National League 
Ne* York at Pittsburgh tn). 
Boston at Cincinnati 
Brooklyn at Chicago 
Philadelphia at St. Louis us). 
Xmeriran League 
Detroit at Washington m i. 
St. Louis at Philadelphia <n). 
Cleveland at New York. 
Chicago at Boston 
A m e r i c a n A s s oc i at io n 
Columbus at Minneapolis in i 
Indianapol.s at Milwaukee in ). 
Louisville at Kansaa City in ). 
Toledo at St. Paul (m . 


R e n a ( ¿ r a t t a n 


S c o r i a 
N i c t o r v 


W E ST B l’RY. N. Y,, July 13— 
Rena G rattan scored 
her 
first 
win of the season last night at 
Roosevel* Raceway as F l o y d 
Milton 
drove 
the five-year-old 
bay m are to a two-length vic­ 
tory 
over 
Chief 
D i r e c t 
in 
2:06 1-5. Atomic Might 
placed 
third. 
It w’as 
the w inner’s seventh 
trip to the post this y ear a n d 
she previously had placed third 
in two races. 


3 Local Golfers 
Vi in Prizes In 
Women's 


A trio of 
Circleville 
women 
golfers earned 
prizes 
W ednes­ 
day m the Chillicothe 
Country 
Club wom en's invitational tour­ 
nam ent. 
Mrs. Ruth Athey topped the 
the match to win medalist hon­ 
ors for the first nine holes. 
Mrs. Athev scored a 56-strokc 
card for 
the par 
38 
nine-hole 
round the lowest score turned in 
for the round. 
Also winning prizes w ere Mrs. 
Harold 
Hott, 
whose 
67-stroke 
card enabled 
her 
to 
won 
the 
prize for the most holes shot in 
seven strokes each; 
and 
Ruth 
Montelius shot a 138 for 18 holes 
to win the prize for 
the 
most 
num ber of strokes for any one 
hole. 
• 
• 
• 


MRS. ATHEY rei eived a a li­ 
ver salad service for her prize 
winning card, while Mrs. 
Hott 
re f < ved golf s x and Miss Mon­ 
telius w as aw arded 
s h o w e r 
shoes. 
Seven other local women also 
competed in the W ednesday con­ 
test, some shooting 
nine 
holes 
and some 18 
Those w’ho com pleted 18 holes 
w ere M rs. 
F rank 
Wantz, 
113 
strokes; Mrs. Dudley Carpenter, 
108 strokes: Mrs. Luther Bower, 
119 strokes; and Mrs. 
William j 
Steele, 124 strokes. 
Local com petitors in the nine- 
hole m atch were Mrs. 
Willard ; 
Tim m ons, 70 strokes; Mrs 
Ar* J 
thur M arshall, 70 strokes; and ) 
Mrs. A. C. Tootle, 65 strokes. 


S t r a n g e 
P 
S e ttin g 
CINCINNATI, July 13 — The 
state 
am ateu r 
golf 
champion­ 
ship 
tourney 
at 
Cincinnati's 
Clovernook Country Club enters 
its second round of m atch play 
today 
with 
19-year-old 
T o m 
Strange Jr. of Cincinnati carry ­ 
ing m uch of the limelight 
Strange, 
the 
youngster 
who 
com pleted the 36-hole qualifier 
with a nine-undt r-par 
perform­ 
ance, defeated Ed Preisler 
of 
Cleveland yesterday with a < ai d 
of 5 and 3. Strange was l i v e 
under p ar to defeat Preisb 
state titleholder of 1946. 
Defending Champion D.c 
ans of Cleveland eliminate 
liam Podoiski of Columbus 


MARVtY. DID yOU tV ? * 
^ 
T it INTO “OLD ObCARM...THAT 
BIG BA5S THAT HANGS AROUND 
-SUGAR LUMP ISLAND 1 


Crossword Puzzle 


WBNS . . . 


TELECASTING THE 


C IN C IN N A T I GAMES 
BURGER BEER 


BUIGCR MEWING CO. CINCINNATI, 0. 


ACROSS 
1. Of the cheek 
6. Expression 
of disgust 
9. Corpulent 
10. Openings 
(anat) 
11. Mine 
entrance 
12. Fruit dots 
14 River 
bottom 
15. Put an 
end to 
17. Currents 
of air 
19. Letter V 
20. Half an em 
21. Large tub 
22. Magician's 
stick 
23. Paddle-like 
process 
24. Chum 
25. A season of 
the year 
27. Fuel 
28. Therefore 
30. Moslem title 
31. Shoving 
33. Monastic 
building 
35. Coin (Peru) 
36. Capital 
(Tunisia) 
37. Astringent 
fruit 
38. Beverage 
39. Woolly-haired 
animals 
41. Sick 
42. Encounters 


DOWN 
1. Recent 
2. Dwell 


3. Permit 
4 Like 
5 Music note 
6 Body of 
water 
7. Act of 
arriving 
8. Sturgeon 
(Russ ) 
11. In France, 
an abbot 
12. Distress 
signal 
13. Lean-to 
15. Moham­ 
medan call 
to prayer 


16. Wager 
18. Wicked 
22 Live 
23. Woolen 
fabiic 
24 Beyond 
in place 
25. Reality 
26. Tropical 
American 
rodent 
27. Firearm 
28. Pnes 
29. Eye 
31. Footlike 
part 
32. Little island 


V f i U r d i ) 1! As**«« 
34 Bottle 
37 Observe 
39. Samarium 
(sym.) 
40 Pronoun 


“ I’VE SEEN HIM/ I WAS 
GUIDING A MAN ONE DAY... 
WHAT A ST R IK E / BROKE 
PIS LINE ... THEN -SHOOK THE 
PLUG BACK INTO THE BOAT/" 


W ' 
v v / 
I K 


T . ■ S * ' - ■ % .? £ & ■ 
7 
" V 
' - 
d 
v 


I THINK HE'S A PET OF OLD ) 
E5EN WHO LIVES ON T MAT 
^ 
ISLAND ... TRYING TO OUTUME 
v e r , l o o k h 
. each o th er 
^ 7 


^ IT'6 OLD BEN HIMSELF.* 
HE'S I LADING FOR SHORE ..r 
ONE OF HIS RARE TRIPS IN 
FOR SUPPLIES/ 


Scott'n Scrap Hook 


I M 
F 


Bv R, J. Scott 
Room 
Buaril 


W 
1 
2 
5 
T ~ I 
W /. )8 i 


" 
9 
W / IO 
m 
if 
y ; i 


12 
15 


14 
15 
\6 


17 
18 


20 
i 
24 
V/A 
Y //, 
22 


25 
1 
24 
Z77)is 
25 
25 
% 
27 
28 


io 
1 
v 
52 


« 
54 
55 


56 
II 
57 


58 
i 


59 
40 
i 
41 
, 
i 
7*l‘ 


f *Êgm 
I f 
HAW 
MY EAR 
STILL RING 
WITH THE TAUNTS AND J.8ES 
FROM YOU CYNICAL CROWS 
BECAUSE I SOUGHT A SHOOTING 
GALLERY/ 
HM I RECALL 
BEING DUBBED THE PRINCE 
Of PUTTYHEADS BECAUSE Or 
MY LACK OF BUSINESS SENSE 
HAW • W ELL I SOLD THE 
GALLERY F O R A 
P R O F IT / 


Cene Ahern 


that s g o o o ' b u t *1 
BEFORE YOU LET ^ 
TH' MONEY TAKE 
WING AGAIN. GIVE 
M i A CHANCE 
TO BAG SOME/-* 
LIRE TO SLY 
A HALF-BURNED 
P ID D L E t h a t 
USED TO BELONG 
TO NERO ? 


S e l d o m 
WANPtRS 
O U U i D t A I O- 
MiLL RADIUS et 
Itfc HAflVl MAfcH, 


SCQAPS 


Rr 
H ôw MANY 
LliikfMIHq FtASktS 
OCCUR SOMf f>iACj 
on w i LARtk tv ta r 
SECOND ? 


l O O . 


P i i R l F l E D i R I L - 
IIO Ft IT Ik LEWSYk . 
( ffff* into 
fO A lS f - 
AJUZONA) 


1 S m e l l k i s s 
f.-l -UW hUIMLA 
ts eaoSASLY -int. 
MOST PECULIAR. 
C M E Y ig v * IK PHI. 
VM0XLP. 


-U U U 
131 
im b g j 
□; 


ii m u n i* ! 


liiO U : 
H O li 
IU U I4 I 
i l l L| 
IOU HI 


Thursday, July 13, 1950 
THE DAILY HERALD—CIRCLEVILLE, OHIO 


NOW CLEAN UP 
a l l T h at muss 
YOU MADE 1 r 
UNiC€PSTAND?) 


LOOK, I WOULDN'T 
8£ SMILING U K E « 
th is i f I W E R E 
, 
MAD, W OULD I ? f 


W H A T S J 
DADDY < C*. 
SO M AD J 
A B O U T ? ) 


N K W Y O R K , Ju ly 13 — Ja k e 
LaM o tta faced an unhealthy fu­ 
ture named R a y Robinson today 
as a reward for defending 
his 
m iddleweight title with consider­ 
able w indm illing 
of 
the 
arm s 
against Tiberio M itri of Trieste. 


The prospect of 
having 
to 


fight Robinson, which the N a ­ 
tional Boxing Association says 
LaM otta must 
do 
within 
90 


days, might frighten a lesser 
man. 


Some 
of 
Ja k e ’s 
detractors, 
having witnessed his unanimous- 
decision conquest of 
M itri 
in 
steamy Madison Square G arden 
last night, still consider him a 
lesser man. 
“ I jaobed him, ai nt I?* Ja k e 
inquired of the adm iring m ulti­ 
tude that entered 
his dressing 
room through 
a 
large 
police­ 
m an’s legs 
following 
the 
15- 
rounder. “ T h at’s the 
w ay 
you 
fight him. He 
swings 
outside, 
like this, so you jab 
him 
two 
times— tw ici— and that puts him 


off balance. S e e ? ” 
In the lo ser’s dressing room, 
M itri’s m anager, Saverio Turi- 
ello, said it w as just a m atter of 
Tiberio’s not having had enough 
experience in an Am erican ring. 
The crowd of 16,369, which paid 
an unexpectedly hefty $99,841 at 
the gate, w as inclined to agree. 
WE HAVE GONE X NOUR LEG G ST,, 
PAR Enough FOR I w ear And YOUR 
TODAY, MV DEAR.'// 
p EE^ AF J \— 
------------ 
V 
CENDER.'.'J 


NO T TO P U T off the inevitab­ 
le, that brings the subject back 
to Robinson, 
the 
welterweight 
cham p and the most 
awesome 
object in the ring today. * 
R a y ’s 
im m ediate 
future 
in­ 
cludes a defense of his Pennsyl­ 
vania m iddlew eight title against 
Jose Basora and a 
defense 
of 
his w elterw eight 
title 
against 
C harlie F u sa ri. This w ill entail 
either a stirring 
c h a n g e 
of 
weight on Robinson’s part or a 
crooked set of scales. 
A nyw ay, the N B A says firm ly 
LaM o tta must put his title on the 
block against Sugar R ay 
To this, following his fight with 
M itri last night, LaM o tta m ur­ 
mured, blandly, “ delighted, but 


WHAT 
DO YOU 
WANT 


WEARY WINNER of the Tour of Italy bicycle races, Hugo Koblet, Swiss 
cyclist, Is greeted with a hearty smile by Pope Pius JH I as he receives 
the Pontiff s personal congratulations in Rome. With back to camera is 
Koblet’s mother, wrho traveled to Italy to witness her son’s triumph. It 
was the first time a non-Italian took top honors. 
( International) 


Baseball Results 3 Local Golfers 


stand.Ne., 
Prizes In 
N ation al L ea g u e 
T > a rn 
W o n 
L o s t 
( . I* 
l l 
* 
l 
l 
T".l '........ it ?, ? womens Meet 


< 3000 O W W A D A NU 
I SN T H E ...;----— , -— 
I O L*< E a 
O E V N O N S T R A 
TIO N O F *r (-O' 
R E IN F O R C E D 
S * Q E S F O R 
SN OR'N. M E S I/ 
Double Rill 
Is Booked For 
Hatter Outfit 
A trio of 
C ircleville 
women 


golfers earned 
prizes 
W ednes­ 


day in the Chillicothe 
Country 


Club women s invitational tour­ 


nament. 


M rs. Ruth Athey topped the 


the match to win m edalist hon­ 
ors for the first nine holes. 


M r.. Athey scored a 56-stroke 
card for 
the par 
38 
nine-hole 
round the lowest score turned in 


Top H at 
aoftball 
team 
has 
scheduled a doubleheader exhi­ 
bition softball bill for F rid a y in 
Ted Lew is Pa rk . 


Paul “ Sn o w " Seym our, m an­ 
ager of the H atters, said the 
team plans to meet National 
Jew elers of Columbus in 
the 


first game, 
scheduled 
for 
8 


p rn., and U. S. Auto Pa rts in 
the nightcap, scheduled for 9 
p. rn. 


The H atters w ill tra ve l to La n ­ 
caster Sunday to play in a bene­ 
fit softball m atch i gainst Logan 
C lay Products. The benefit 
tilt 
is to begin at 9 p. rn. 
Next South 
C e n t r a l 
Ohio 
League games on tap 
for 
the 
H atters 
are 
carded 
for 
next 
Thursday and F rid a y . 
Top H at w ill meet N ew ark at 
Brem en in a twin bill next Thurs­ 
day. while bringing Brem en to 
Ted Lew is P a rk 
the 
following 
night for a doubleheader. 


P l e a s e stop pounding o n t h a t J 
piano, s k e e te r/ yo u ’ve 
— 
S 
Given me a headache/ J C a l l 
u 
s— 
Y——t,/-. 
^ 
} Right, 
' A A 
I GRAMPS!! 


a n d s e e w h o s 
R in g in g t h e 
v 
d o o r b e ll.1 
) 


I KNOW 
WHO 
IT IS... 
\ -ZM 


I 
...THE PIANO TUNER 
V 
H E S DUE T H S 
V-. 
( 
AFTERNOON* 
^ 
Ai.' 
winning prizes were Mrs. 
M 
Ha 
»ld 
Hott, 
whose 
67-stroke 
y 
card enabled 
her 
to 
win 
the 
prize for the most holes shot in 
‘■even str kes each; 
and 
Ruth 
G 
5 
to win the prize for 
the 
most 
number of strokes for any one 
hole. 


W E D S ESD N V S R E S U L T S 
N a tio n a l 
L e a g u e 
No games played > 
American League 
No games played*. 
American Association 


A T H E Y received a sil- 
1 service for her prize 
card, while M rs. 
Hott 
golf sox and Miss Mon- 
is awarded 
s h o w e r 


G A M ES T IU RSHAN 
.National League 
k at Pittsburgh 
W E 'III 
^A k EL 


t h is I 
D R IV E­ 
IN PAY 
M Y 


d ebtsJ 


VRS NOW POR 
-ane p u b l ic it y 
JPC iA "SHOTS 


LOCKP^ASAMT YOU I LOOK UN-b^EAH TOU'VE 


THE I Pl r AS amt! (SOT TA L OO K 


Sr 
/ S B * ' 'f c > Ep T.r '1DuC 
K 
l A beauty 
* 
" 
\V 
T H E 
l l am p a b e a s t 


Vu e CANI R E T O UCH M A C 'S P IC T U R E D M A K g 
H im h o m e lie r H a n d P a u l 's to m a k e h im 


T r 1ER <3 
f 
. > i 
\ ’{T h a t 
good at 
Y v& 'tF 
—v I OeTouCH#r« 
N*" 
* * 
. J 
llti. \ V _ _ 


I'M CSL ADIX FEEL. ! 
I'V E N O 
The VA M E 
CH IL DRF Mil W A V J 


TO L O O K M ^ ^ P 
L IK E M E 


r local women also 
the W ednesday con- 
aootmg 
nine 
holes 


were Mrs. 
r rank 
V\ antz, 
113 
strik e s; M rs. Dudley Carpenter, 
108 strokes: M rs. Luther Bower. 
119 strokes; and M rs. 
W illiam 
Steele. 124 strokes. 
Lo cal com petitors in the nine- 
hole m atch wfere M rs. 
W illard 
Tim m ons, TO strokes; Mrs. A r­ 
thur M arshall, 70 strokes; and 
M rs. A. C. Tootle, 65 strokes 


at Kansas City 
polis at St Pau 
Ie at Mmneapol 


/ Gut; g e e w h m a .." , 
____ 
,* OUR D Art's OEF 
, 
j I 
I 
TD NIGHT.' IVC GOTTA 
GO TD THE NEW S a fe J Y<QU»£ JU ST 
\ 
QQWING Ci.uB'2'y-——7 USING THAT AS 
T— 
y 
/ A*y EXCUSE TO 
V 
\ 
I GET our OS 
/ C 
J 
V* A IA K NG ME a 
I 
-/ 
'"'~x OOT - r * / A 


B u r YO 
IN THAT 
NON I 


KNOW T WAS 
>OCiOENT^*' 
IAN r OQ ive;.Y 
and sued Berret? 
NOT O S PW■ TTY.' 


C IN C IN N A T I, Ju ly 
13 - 
state 
am ateur 
golf 
chan 
ship 
tourney 
at 
Cincha 
Clove! nook Country Club e 
its second round of match 
today 
with 
19-year-old 
Strange J r . of Cincinnati c 
mg much of the lim elight 
Strange, 
the 
youngster 
completed the 36-hole q.m 
with a nine-under-par 
peri 
a nee, defeated E d Preislc 
C leveland yesterday with a 
of 5 and 3. Strange was t 
under par to defeat Preisiei 
state titleholder of 1946. 
Defending Cham pion Du - 
ans of Cleveland eliminated 
ham Podolski of Columbus. 


/ w e n - ^ 
SMB & KOT 
v t ay 
, POITTV * 


season last night at 


laceway as F l o y d 
e 
the five-year-old 
o a two-length vic- 
Chief 
D i r e c t 
in 
rn ic 
M ight 
placed 


s* HARMES, DID YOU EV E R 
^ 
T IE INTO "OLD OSCAR "...THAT L 
B IG B A S S THAT HANGS AROUND 
•— t ‘SU G A R LU M P ISLAND ? 


“ I'VE SE E N HIM/ I WAS 
GUIDING A MAH O N E D AY... 
W HAT A S t R IK E / B R O K E 
H IS LIME ... TH EN SHOOK THE 
PLUG BA C K INTO THE BOAT." 


winner's seventh 
t this year a n d 
had placed third 


I THINK HE'S A P E T O F O LD } 
B E N W HO LIV ES ON THAT 
1 
ISLAND ... TRYIN G TO OUTLIVE 
EACH OTHER/ M Y, LOOVU 


- IT 'S OLD B E N H IM SELF/ 
H E'S HEADING FO R S H O R E 
C N E C F H IS R A R E T R IP S IN 
— r 
FOR SU PP LIE S/ j---- 


Crossword Puzzle 


A C RO SS 
3 Permit 
I. Of the cheek 4 Like 
6. Expression 
5 Music note 
of disgust 
6 Body of 
9. Corpulent 
water 
10, Openings 
7 Act of 
(a n a t) 
arriving 
11. Mine 
8. Sturgeon 
entrance 
(R u ss) 
12 Fru it dot* 
ll . In France, 
14. River 
an abbot 
bottom 
12. Distress 
15. Put an 
signal 
end to 
13. Lean-to 
17. Currents 
15 Moham- 
of air 
medan call 
IO. Letter V 
to prayer 
20. H alf an em 
21. Large tub 
22 Magician * 
/ / y ' 
L 
stick 
n... “ 
23. Paddle-like 
process 
------ 
24. Chum 
11 
25. A season of 
—— — — — 
the year 
^ 
27. Fuel 
--------- 
28. Therefore 
17 
30. Moslem title 
y~r~ 
31. Shoving 
20 
33. Monastic 
Ll 
building 
V /fr s /// 
35. Coin (Peru) 
U A _ 
36. Capital 
25 
26 
(Tunisia) 
_ _ _ _ _ _ _ 
37. Astringent 
iO 
fruit 
____________ 
38. Beverage 
i i 
39. Woolly-haired 
_ _ _ _ 
_ 
animals 
41. Sick 
_ 
42. Encounters 
Y/A $8 


16 W ager 
18 Wicked 
22 Lave 
23 Woolen 
fab! ic 
24 Beyond 
in place 
25 Reality 
26. Tropical 
American 
rodent 
27. Firearm 
28 Pries 
29. Eye 
31. Footlike 
part 
32. Little island 


F 
WHAT 
^ 


EVERY BASEBALL FAN 


HAS BEEN WAITING FOR 


Direct Coaxial Telecast 


(iiie in iia ti 
H eils Gaines 


FRIDAY JULY 14____ 


O V E R 
tw 
WBNS 


Bv Cene Ahern 
V n l r r d i ) 1! * ■ » » « 
34 Bottle 
37 Observe 
39. Samarium 
(sym.) 
40. Pronoun 


jar< 


'hat 5 GOCO1 B u r I 
BEFORE YOU LET 
TH* MONEY TAKE 
WING AGAIN. GME 
ME A CHANCE 
TO BAG SOM E/«* 
LIKE TO Bub' 
a h alf- b u rn ed 
f id d le That 
USED TO BE JONG 
, 
TO NERO ? 
„ 


BECAUSE I BO 
GALLERY/ 
H 


b e in g d u b b e c 
OF PUTTY HEA] 
MY LACK OF Bl 
HAW - W E L L 


SC9APS 
P e t r i f i e d Tr e e - 
no f l it ik i e n <;Y*< . 
j ,—' 
( PfTKlttlA 
I 
fo*£sr. 
I 
A A I IO K A ) 


TELECASTING THE 
CINCINNATI GAMES 


Roo SILDOM 
WANDERS 
Oui SI DL A 10- 
MiuL RADIUS er 
iii KA TIV I HATCH 


How MANY 
LIQHTn iNi; FLASHES 
occur some place. 
oh Tnt EAfcfH EVERT 
SECOND 


I OO. 


\ S M E L L Kiss 
>jF NEWhUINEA 
IS P R O B A B L Y THC. 
MOST P E C U L IA R 
<;REi<ia^ in -fat 
WORLD. 
BURGER BEER 


D OW N 


1. Recent 
2. Dwell 


ICH AGAIN 


IUIGCR MEWING CO. CINCINNATI 0. 
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T H E D A IL Y H E R A L D — C IR C LEV ILL E, O H IO 


i n u r s g g y , J u l y 1 3 , 1 9 5 0 


! 
V 


- / * *•, 
& 


C 
I 
R 
C 
L 
E 
V 
I 
L 
L 
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ALL ADVERTISED SPECIALS ON SALE THURSDAY, FRIDAY AND SATURDAY 


A t 
O ur F ountain 
F r e s h 
O r a n g e J u i c e 


S F M M F R C A N D Y S P E C I A L S 


60c 
Size 


Joy Poison 
Ivy Lotion 


49c 


Zat Insect 
Repcllant 


• 5c 
Size 
49c 


M erritt 


Foot Powder 


50c 
Size 
39c 


Squeezed f r e s h 
for every custo- 
m e r. 
Generous 


serving. 


Tmngjr 
M int F la v o r 


SPEARMINT 
LEAVES 
15c 


K. M. Insecticide 


Bomb 


12 Oz. 
Si 7o 
........ 


Extra H eovy 
Mineral Oil 


60c Size 
Tint Bottle 
49c 


Regular Size 
Sweetheart Soap . . . 4 for 21c 


M an y 
F la v o rs 


25c Size, 14 Cir. Buttle of 100 
Saccharin Tablets . . . . . 12c 


15c Size. F S P . 1 Oz. Package 
Boric Acid Powder . . 
. . 9c 


1 Oz. Package 
Sugar ol Lead . . . . . . 10c 


35c Size 
Carter's Pills . . . . 
, 
, 
?9r 


Large Size— L im it 1 
Tide S u d s . . . . . . . . . . 
. . 21c 


F a c ia l Size B a r 
Woodbury's Soap . . . 4 for 31c 


FRESH COCOANUT 
BON BONS 
29c 
Your Choice 
Of 4 Flavors 
lb. 
A Runtc 
P r o d u c t 


ASSORTED 
JELLY BEANS 
ib. 19c 


CINNAMON 
BALLS 
29c 
lb. 
Ind ivid ually 
Wrapped 


CLARK'S 
CARAMELS 


ib. 2 5 c 


P A L 


NOUOW GROUND 


DOUBLE or 
SINGLE EDGE 


21 lor 49c 
10 lor 25c 


a 2 U P A * 
«Ml trf1' " 
' ’“ T j m “ * ' 


Douau 
too* 
OUTING SPECIAL 


65c Size 
Unguentine for Burns 
57c 


■ tH Ê0tiI 
SM O K E UP.7 


Ita lia n ( hip Strai 
Ladies 


HATS 


A high quality straw 
hat 
made 
in 
Italy. 
Y our choice of plain, 
two colors or 
m ulti­ 
colors. Sp ecially p ric­ 
ed at only— 


• W aterproof and « u h ik W 
• S t r o n g a n d f a ll m l fo r 
c o m fo rt 
• O d o rle s» an d x t d p ro o f 


• CoolI a n d n o n -c h a fin g 


pt»//-orer « Irle 


tnmp-ort gtyle 


MAGIC MIST 
INSECTICIDE 


Aerosol 
B o m b 


Kill« Him. n- 14ultori 
ratrh«« and attirr la- 
Met*. 


s 2 95 


Treat your car 
to this amazing polish! 
A U T O B R IT E 
SILICONE PROCESS 


f 
a 


Craiarirtl bait 


or four monvy bock 


^ 
é / • 


■1». < ON F A IN g « 


PLASTIC 
JUICETTE SET 


A quart size pitcher with six col­ 
orful tum blers— 


n 


98c 


PLA ST IC 


ICE C U BE T R A Y 


Fits 
most 
refrigerators, lu b e s 
rem oved 
easily 
Our 
regular 
price 49c. Sp ecial— 


BABY NEEDS 


4 Oz. or 8 Oz. 
Evenflo O u tfits ................ 25c 
Box of 54 
Cotton Q T ip s 
29c 


Box of 18U 
Den nison Dioper Liners 
69c 


S I.20 Johnson’s 
Boby L o tio n ................... 
98c 


4 Oz. Bottle 
Pure Olive O i l ................ 
23c 


60c Size 
Mennen Baby M agic 
49c 


60c Size 
Johnson Baby Powder 
49c 


8 Oz. Size 
Pyrex Nursers 
................ 
15c 


29c 
OUTING SPECIALS 
i r s 


si. 49 One Gallon 
Outing Jug 
. . . . $1.79 


\\ hite or I olored 
Bathinq Cops 
................ 
50c 


98c Im itation Feather 
Beach Bags 
79c 


Quart Size Keapsit 
Vacuum Bottles 
$1.39 
10c Package Of 80 
Pooor Napkins 
2 for 15c 


49c Hawthorne 
Golf Bolls 
3 for 99c 


16 Inch Rubber or 
Plastic Plov Bnlls 
. . . . 
98c 


Red or Blue 59c 
Baseball Cops 
................ 
39c 


W ILD R O O T 


C REM E SH A M PO O 


60c 
Si/e 
2 for 59c 


12 oi. bottle 98c 


^'wwttniimutiimaiiiiiiiJiiiiitiniLiiiiiiiiiiuiii 


Fasteeth 
Denture Powder 


Matde 
g i t i t i 
*«'« 
f i r ml y. 
Leftftr I o » * ’ a 9 
Pieoeonf t»«n«9 
40« Sua 


SUN TA N LO TIO N S 


SI,I# Size 
Sun-Spra Oil 
............ 98c 
60c Ni/c 
Skol L o tio n ....................... 49c 
65c Si/«* 
Noxzema L o tio n .............. 
65c Si/e 
Norwich O i l .............. 
50c S i l e 
Torfen Lotion 


5 
5 


S A -C p L 


D O UBLE 
D A N D ER IN E 


2 for 47c 


V ELO U R 


PO W D ER PUFFS 


Package 
Of 3 
12c 


tlA ^4*n 4.U 
BA T H 
CRYSTALS 


wa h p sofrtm R 
- — an. ,« 


T o i l e t 
t . o i M l 


I V r i s l e y s 


Perfumed 


B a lli C rystals 


ond W oter Softener 


Your choice of three popular fra ­ 
grances, softens the hardest of 
w aters. 


a ls . . . 


DO YOU H A V E EN O U G H 


F IL M ? 
127 Size 
.............. 32c 
1 20 or 620 Size 
. . . . 38c 


116 or 616 Size 
49c 


Bring your exposed film to 
(•allahers l/rug Store for fin­ 
ishing. 
You get Double size 
prints Irom your negatives for 
the same cost as regular size, 


M CCm &1 RAUSDE L6 


\ Ih. 
bag 


5 
9 
c 


coio i«Tttt 
M«W WAT 
t u x o iid 


to 
MAI« I 


A Y ER S 


T U L IP T IM E TALC 


Regular 
75c Size 
23c 
W R IS L E Y S 


BA TH SU PER B SO AP 


Your choice of 4 fragrances in 
this jum bo si/e bar. 
Box of 
5 B ars 
$ 1 . 0 0 


U 
a 
l 
l 
a 
h 
e 
r 
s 
a'ttd SAVE iAe diUe/iena 


S /0 /n 
, 


H AIR 
d r e s s in g 


W R IS L E Y T O ILET T E 


SU PER B SO AP 


M atching 
fragrances 
with 
the 
hath size soap. 
Box of 
$1.00 
IV Bar» .......... 
* • W 


F R E E I 


35« JEWS HAIR OIL 


W IT H P U R C H A S E O F 
75« JERIS HAIR TONIC 


*112 VALUE 
BOTH 
ONLY 


N Q T I C F ' 
Cortei« 
01.« ( t ,,, 
n u I IWF» 
alsrnat Po.on.ia 


•stau.»« «« sol s o i » loua M . §o »woisi. 
r, s v 
* 
* lC 
and W w olry lu b j.c i lo 20'* las undot ino rodoral 
' 
- 
A . 
' " ^ 
‘"T «( sot * o rs (b as »500 and w a .cn .. 
Wt .»-fccrvt U»e r.gnt to Umit quAMititf 


f * * E U « d . her po.oe w ith 


luxury-sctlt, w onderfully , ./ e 
M «dess, Now available in 


A . „ 
c , _ 
k c j ? u l a r ( J u n i Q f 
■upir. 


T A M P A X 
T A M P O N S 
Pkf. at 40. latM 
, 
Joaitr or ftofoioe 
$119 
£ t 


Prevented by the 


moker* of lutfre-Cnm t Shampoo 


flew / 


P R O C T E R 
4 
C A M l l F t , , , 


Refill Kit *122 ï 
» 


$1.30 Size 
HADACOL 
IONIC 


35c Size 


POLIDENI 
TOOTH 


POWDER 
g 


PULVEX 
FLEA 


POWDER 


DR. SCHOLLS 
ZINO CORN PADS 


35c 
Size 
33c 


0D0R0N0 
DEODORANT 


New Squeeze Bottle 


New O f o i o R o 
comte in the new 
hondy p i o t i l e 
iqueese bottle. 5 0 


Home 
Permanent W ave 


You'll get a wav# 
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Joy Poison 
Ivy Lotion 
Zat Insect 
Repellant 
49c 
49c 


Merritt 
Foot Powder 
39c 


Regular Size 
Sweetheart Soap . . . 4 for 21c 


K M. Insecticide 
Bomb 
12 Oz. 
Sir* 
*1.89 


Extra Heavy 
Mineral Oil 


25c Size, »4 (»r. Bottle of IOO 
Saccharin Tablets . . . . . 12c 


15c Size, I SP, 4 Oz. Pa ck a g e 
Boric Acid Powder . . 
. . 9c 


I Oz. Packag e 
Sugar of Lead . . . . . . 10c 


35c Size 
Carter sPills . . . . 
?9r 


Larg e Size— Lim it I 
Tide S u d s . . . . . . . . . . 
. . 21c 


F a c ia l Size B ar 
Woodbury’s Soap . . . 4 for 31c 


PAL 


H0U0W GROUND 
DOUBLE or 
SINGLE EDGE 


21 tor 49c 
10 tor 25c 


e Zspm 


MNDO 
(OOI 


b5c Size 


bor Sire 
Pint Buttle 
49c 
U n gu e n ts for Burns . . . 57c 


SM O K E U P/ 


MAGIC MIST 
INSECTICIDE 


■ S S 


Aer otel 
Bomb 


KIU* Iii** Nt'MuMa** 
ratch** Mi *1*»r Ii. 
| 
Melt. 


$ 0 9 5 


minus 


Tract your cor 


to this am azing polish! 
AUTOBRITE 


SILICONE P R O C E S S 


Oootomfood btu 


o r y o u r m 
o n y b o t I 


FACTORY 
SMOKERS 


7 
$1.75 


SURLITE 
FLINTS 


Disk Pack 
I O C 


LIGHTER 
FLU ID 


15c Can Sohio 


3 tor 20c 


PLASTIC 
JUICETTE SET 


A quart sue pitcher with six col* 
ortul tum blers—. 


98c 


• V *lrr p ro o ( m d « a » b a k lt 
• Stro n g end f a lle n ! fa r 
rom fort 
• t Mortem and ar rd proof 
• tool and non-cha ting 


p u ll a v e r aly lr 


»ntip-**n ti f i r 


I s 


N y 


PLASTIC 
ICE CUBE TRAY 


lit s 
must 
refrigeratory. 
( ubei 


rem oved 
easily. 
Our 
regular 


p rier 49c. Sp ecial— 


29c 
BABY NEEDS 


4 Of. or K O I. 
Evenflo O utfits............... 25c 
Box of 54 
Cotton Q Tips 
............. 
29c 


Box of 180 
Dennison Diaper Liners 
SI.20 Johnson's 
Baby Lo tio n ................... 
I Oz. Bottle 
Pure Olive O il.............. . 
Bde Size 
Mennen Baby Magic 
BOe Size 
Johnson Boby Powder 
8 Cir. Size 
Pyrex Nursers 
............... 15c 


S n l i m i e r 


OUTING SPECIALS 


S’l . 19 One (iallon 
Outing Jug 
. . . . . $1.79 


\\ hite or I olored 
Bothmq Cops 
. . . 
50c 


98c Im itation Leather 
Beach Bags 
. . . 
79c 


(fu art Size K eap sit 
Vacuum Bottles 
$1.39 


lOe Package Of 89 
Poiser Napkins 
2 for 15c 
49c Hawthorne 
r*nlf Bells 
3 for 99c 


16 Inch Rubber or 
Plostic Plov Bn||$ 
. . . , 
98c 


Red or Blue 59c 
Baseball Caps 
............ 39c 


WILDROOT 
CREME SHAMPOO 


6»e 
Size 
2 for 59c 


1 2 OM bottu & & C 


. 'n', 


SUN TAN LOTIONS 
*1,00 MIC 
Sun SpfO O il 
. . . . . . . . . 


bile Size 
Skol L o t io n ................ .. 
bite Si/e 
Noxxemo Lotion............ 
bac Size 
N o rw ich Oil . 
50c Size 
Torero Lotion 


35c 
Size 


DOUBLE 
DANDERINE 


...... 
2 for 47c 


Fasleeth 
Denture Ponder 


VELOUR 
POWDER PUFFS 


Package 
Of 3 
12c 


T o i l e d 
( i i m m I 
W rislevs 
a 


Perfumed 
Ka I Ii Cr vsl a Is 


ond Woter Softener 


Your choice of three popular fra ­ 
grances, softens the hardest of 
w aters. 


DO YOU HAVE ENOUGH 
FILM ? 
I 27 Size 
32c 
I 20 or 620 Sue 
. . . . 38c 
116 or 616 Sue 
49c 


Bring 
your exposed film to 


G allahers Drug Store for fin­ 
ishing. 
You get Double size 


prints Irom jo u r negatives for 
the same cost as regular size. 


M « n m r s K L ( 
jjW V o t r/TottOPPt > 
35e 
S u e 


DR. SCHOLLS 
ZINO CORN PADS 
33c 


H»M« fiat* 
«*0’t 
firmly 
kentar I a »11 a % 
Pieoaont lofting 


( f i t 
S i m 


AYERS 
TULIPTIM E TALC 


Reg ular 
75c Size 
23c 


a n d SAVE d ie d iffe re n c e 


C o ria: 
NOTICE: 
*a««u.bu a* bo! air. I# 
im m: 


j a J * 
» : c 
a n d 
t * w # > r y 
* a b i o n 
l o 
2 0 * * 
t a x 
u n d o 
l h # 
f a d a r a i 
A i rm r ocx* r*taUUiy al bo! mw* I baa 15.00 and watcbaa 


b * x * 
t a x * a 
I O 
We it - * e r v # th e rignt to lim it q u a n t i c * a 


DONT MISS 
, THESE 
, 


